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Why FORHAN’S and massage 


enjoy professional recom- 
mendation as home adjunct 


in GINGIVITIS 


An important clinical investigation was 
recently conducted by certain practicing dentists 
on many hundreds of dental patients. 795 of 
thosé who received individual dental exami- 
nations were found to have Gingivitis. 
Approximately half of the patients were first 
given prophylaxis. ALL were instructed 

to massage their gums with FORHAN’S 

for 30 days. 


95% Gingivitis cases 
improved in 30 days! 


Afler a 30-day lest period 


95% of all Gingivitis cases showed 
marked improvement. 
100% of those with normal gums had 
maintained their gums in healthy condition. 


These facts should speak for 
themselves and invite your 
recommendation of 
e FORHAN'’S Toothpaste 
with Massage. ‘ 


THERE ARE NO 
HARSH ABRASIVES 


Forhan's 


with massage 


For Firmer Gums—Natural Sparkling Teeth 
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Mrs. WILLIAM TREUTLE pours coffee for a patient for whom her den- 
tist-husband provided more than relief from a toothache. Sixteen-year- 
old Michael Stuart, who has been an orphan since 9, came to this 
country from China as a stowaway. While he was being held in San 
Francisco for deportation to his former home in Shanghai he develop- 
ed a toothache and was taken to the Marine Hospital for treatment. 
Doctor Treutle of the U. S. Public Health Service was so impressed 
with his young patient that he posted bond with immigration authori- 
ties for Michael’s release and said he would adopt him.—Associated 
Press Photograph. 


Ten dollars will be paid for the picture used in this department each 
month. Send gloss prints with return postage to Oral Hygiene, 708 
Church Street, Evanston, Illinois. 
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By ERNEST GOLDHORN, D.D.S. 


AN EXPANDING industrial economy, 
vastly accelerated by the recent de- 
mands of war and postwar domes- 
tic needs, has created many indus- 
trial health problems and has made 
imperative the conservation of in- 
dustry’s manpower resources. 
The gigantic investments in 
plant facilities and the cost of 
training individual workers in 
highly specialized positions in in- 
dustry demand utmost conserva- 
tion and fullest utilization of avail- 
able manpower. The productive ef- 
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fectiveness of the skilled crafts. 
man depends largely on his state 
of general health and physical fit- 
ness. To reduce the needless ex- 
penditure of its manpower re- 
sources through ill health and 
physical impairment, industrial 
health programs have been devel- 
oped in all major industries. 
These industrial health pro- 
grams have replaced the “company 
doctor” whose professional duties 
were concerned mostly with splints, 
the removal of foreign bodies, su- 
tures and dressings, and only 
vaguely with matters relating to 
















































the general health of the worker. 

The modern industrial] health 
program, centered in a well-equip- 
ped and adequately staffed infirm- 
ary, serves industry and the 
worker by providing not only nec- 
essary care for the employee, ail- 
ing or injured because of occupa- 
tional environment or _ circum- 
stances, but also a service concern- 
ed with improving the health and 
physical well-being of every per- 
son in the organization. 

The industrial physician and 
surgeon not only has specialized 
training in occupational medicine 
and traumatic surgery, but has a 
broad understanding of all phases 
of the health problem as it affects 
or is affected by the numerous and 
complex present-day industrial 
processes. 

The staff of the industrial health 
program usually includes the oph- 
thalmologist and other specialists 
in medicine and surgery, and mem- 
bers of the nursing profession. 
Numerous programs are augment- 
ed by the services of a chemist, 
hygienist, nutritionist, and psy- 
chiatrist, and a few include the 
services of a dentist. 


Dental Ill Health 


Of the many factors that in- 
fluence health, mental and physical 
fitness, such as nutrition, recrea- 
tion, sanitation, and housing, den- 
tal ill health is probably the most 
constant and affects far greater 


An industrial dentist explains the importance of dental care 
in an industrial health program. 
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numbers in all branches of indus- 
try and occupations. It may be con- 
servatively projected from studies 
made that well over one half the 
mouths of men and women in in- 
dustry, upon examination, will evi- 
dence extensive dental pathosis. 

Those charged with the responsi- 
bility of administering industrial 
health programs are fully aware of 
the fact that the worker whose 
mouth harbors extensive infection 
cannot retain his health, physical 
vigor, or productive effectiveness, 
or remain a safe worker, indefi- 
nitely. 

The frequent exacerbations of 
untreated or uncontrolled dental 
lesions and their sequelae are a 
matter of continuous and serious 
concern to industrial health and 
safety. 

Industry’s toothache, today, in- 
variably becomes its infected tooth 
of tomorrow, the source and portal 
of entry of pathogenic bacterial 
organisms invading the deeper tis- 
sues and vascular channels. Dental 
infection in this manner becomes 
the predisposing cause of many 
chronic disease processes and acute 
ailments that terminate in illness 
and disability, resulting in absen- 
teeism and sizable manpower los- 
ses. 


Oral Infection 


The many lame backs in indus- 
try, the arthritic joints, the neuri- 
tides, the cardiovascular and gen- 
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ito-urinary and a score of other 
ailments encountered daily in the 
industrial health program, make 
the need of dental diagnostic serv- 
ice imperative. Prolonged treat- 
ment and retarded recovery in the 
case of industrial injuries and oc- 
cupational traumas is often attrib- 
utable to dental infection. The 
elimination and treatment of den- 
tal sepsis is a prerequisite to the 
treatment of, and the recovery 
from, numerous ailments that be- 
set the industrial worker. 
Industry’s toothaches are varied 
and endless and fraught with dan- 
gerous consequences. The many 
acute flare-ups that result from ad- 
vanced stages of dental ill health 
flow into the industrial dental clinic 
in a continuous procession. Pain, 
loss of sleep, fatigue, and mental 
distraction are factors that prepare 
the stage for accidents. Industrial 
accidents do not just happen— 
they are caused. The personal 
equation enters into the cause of 
every accident, under adverse cir- 
cumstances when human reactions 
do not respond as usual; for want 
of a better term, it is called “man- 
failure.” Difficulty with an acutely 
involved tooth, frequently lasting 
several days, not only jeopardizes 
the victim’s own safety but also 
the safety of his fellow workers. 
The man at work, using highspeed 
tools or performing a hazardous 
task, under such circumstances, is 
in desperate need of dental first 
aid. Emergency dental care is vir- 
tually indispensable in the in- 
dustrial health program if time 
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loss, work stoppage, and the accj.- 
dent potential are to be minimized 


Emergency Dental Care 


The frequency of accidents jp. 
volving the dental tissues makes the 
availability of emergency dental 
care highly desirable to the jp. 
dustrial health program. Here 
again, time loss and work stop- 
page is minimized by having a den- 
tist on the staff. 

In numerous industries, the ex. 
posure of workers to harmful sub. 
stances used in various processes 
presents a critical occupational 
disease problem to the health pro- 
gram. By proper dental supervis- 
ion and the collaboration of the 
dentist, physician, hygienist, and 
safety engineer, virtually all occu- 
pational disease processes having 
oral manifestations may be con- 
trolled if not eliminated. 

Despite the enormous dental 
health needs as they affect indus- 
try, the development of industrial 
dentistry has not kept pace with 
progress made by the other health 
professions. Management has been 
reluctant to extend the benefit of 
dental health care, however limit- 
ed, to its workers because of the 
stupendous scope of the problem. 
The dental profession has been in- 
different to the development of in- 
dustrial dental health service large- 
ly by reason of personal self-in- 
terest and preoccupation of its 
individual members. 

The dental health problem and 
its relationship to the industrial 
economy has been recognized and 
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studied by the Council on Dental 
Health of the American Dental As- 
sociation and by various compon- 
ent societies of the parent body. 
The Council has encouraged the 
development of industrial pro- 
grams within the prescribed limits 
set forth in the principles of 1942 
by the House of Delegates of the 
American Dental Association. 

The Illinois State Dental Society, 
taking cognizance of dental health 
needs of the workers in the indus- 
tries within the State, has more re- 
cently enunciated principles and 
standards of programs to be con- 
trolled and promoted by the In- 
dustrial Committee of the Society. 
These principles and standards 
may be summarized, briefly, as 
follows: 

1. Dental examination (clinical 
and roentgenographic), diagnosis 
and consultation. 

2. Emergency dental care—den- 
tal first aid. Treatment of acute 
dental conditions. 

3. Elimination and treatment of 
dental sepsis. 

4. Recognition, study, and pal- 
liative treatment of oral manifesta- 
tions of disease processes of occu- 
pational origin. 

5. Treatment of industrial in- 
juries involving dental structures. 

6. Dental health education. 

The services rendered under the 
plan must be part of a well-inte- 
grated health program and limited 
to nonrestorative dental proced- 
ures; the cost to be borne by indus- 
try, without fee charge to the em- 
ployee. 
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The plan must be administered 
by personnel acceptable to the In- 
dustrial Committee of the State 
Society. Detailed records must be 
kept and conform to the standards 
prescribed. 

Industrial dental health serv- 
ices, controlled and sponsored by 
the Illinois State Dental Society 
and described in a brochure for- 
warded to industries within the 
State, adequately implement in- 
dustrial health programs with es- 
sential dental health care without 
committing industry to the stu- 
pendous task of dental rehabilita- 
tion of its workers. The plan is 
adaptable to industrial organiza- 
tion and incurs a minimum of time 
and production losses. 

A number of other component 
societies have taken similar ac- 
tion and several states have added 
dental consultants to the industrial 
hygiene divisions of the State 
Health Departments to aid indus- 
try and the profession in the de- 
velopment of such plans. 

Dentistry as a public health pro- 
fession has a tremendous oppor- 
tunity of extending basit dental 
health care and education to a 
large section of the adult popula- 
tion, most of whom have never re- 
ceived the benefit of sorely need- 
ed dental health care. In doing so. 
dentistry will assume the respon- 
sibility with the other health pro- 
fessions of enhancing industrial 
stability, productivity, and safety. 


Pullman-Standard Car Manufacturing 
Company 


Chicago 28, Illinois 













By DOUGLAS W. STEPHENS, 
D.D.S. 


THE MOUTH is offered to those 
dearest as a sign of endearment. It 
is used daily in eating and talking. 
It fills out our faces so we may 
present to the world a more com- 
plimentary symbol of our outer 
selves; yet, many people seem un- 
willing to pay the price to keep it 
healthy. 

By restoring an unsightly cavity 
or replacing a missing front tooth, 
a dentist can do more to restore 
beauty than tons of cosmetics; 
even so, in a lifetime, people spend 
far more money in barber and 
beauty shops than they do for den- 
tistry. 

Why is it people will complain 
about the high cost of dentistry and 
then willingly spend more for such 
highly advertised commodities as 
costume jewelry and fur coats? Is 
it because the dental profession 


Change the attitude of patients toward 
your fees by educating them to the true 
value of dental services. 


Are Dental Fees 


Too High? 
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charges too much for the services 
it renders, or is it because the 
general public does not realize the 
true value of these services? 

To the first of these questions, 
we of the profession answer with 
a strong, “No!” The average den- 
tist, we say, seldom becomes rich. 
Prior to 1940, he did not net him- 
self more than $50 per week. From 
his profits, he must prorate the 
cost of his expensive education 
and equipment, and charge off the 
expense of postgraduate study and 
the high rent of a location conveni- 
ent to the public. The dentist has 
no old-age pension and must pre- 
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re himself for his later years. He 

is confined to hard, inside work, 
standing on his feet for long hours, 
leaning over patients, looking into 
unclean mouths, and battling tem- 
perament all the way. Most dentists 
never retire from active practice 
unless they are forced to do so by 
had health or receive a “windfall” 
‘from some relative. Generally den- 
Mists die at the chair taking care of 
Vthe public’s dental health long after 
“most businessmen have retired. 
> It cannot be then that dental fees 
Pare too high. Rather, it looks as if 
Hthey are too low for what is ren- 


7% dered. 


Dental Health 


I remember that Doctor Charles 
Mayo said we of the dental profes- 
sion, in caring for the mouth, 
could add ten years to human life. 
During the war, the government 
felt it important to spend millions 
of dollars and draft outstanding 
professional men to repair and re- 
store the mouths of the millions in 
the Service so the Army could 
maintain the normal health of its 
personnel, 

Is there any price too high that 
insures an esthetic, healthy mouth? 
Of course, we know there is not; 
but the public, as a whole, is not 
aware of this. A great many do not 
realize even the simple truths about 
focal infection and its relation to 
the general health of each person. 
If they were more enlightened on 
the value of dentistry, they would 
not pass up dental services for less 
vital things, 
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Perhaps we have not painted the 
picture of dentistry with as vivid 
colors or glamorized it with as 
dramatic words as have the ad- 
vertising writers their products. 

How is this to be done by you 
and me, who represent the general 
dental practitioner? How can we 
make the public realize a gold in- 
lay or an acrylic jacket is more 
desirable than a permanent wave 
or a new hat? 


Commercial Advertising 


We know, of course, that the 
manufacturers of tooth pastes, 
mouthwashes, and _ toothbrushes, 
have spent large sums of money ad- 
vertising dentistry. We admit that 
they have built up the public’s de- 
sire to have a “movie” star’s smile. 
Too often, however, this commer- 
cial advertising has been coated 
with so many untruths in order to 
sell the product that the true story 
has been cheapened. By use of the 
newspapers and radio, organized 
dentistry is doing, and plans to do. 
more to make the public dental 
conscious. 

Yet, this is still not enough. We. 
general practitioners, must from 
every office in every city in the 
country take it upon ourselves to 
do what the title of “doctor” im- 
plies, teach dentistry. 

The public is anxious to hear 
any story that will lead to a longer 
and happier life, and to a better 
appearance. Dentistry has this 
story, and it only needs the right 
time and the right words in which 
to present it. 
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The right time can be almost 
any time dentists come in contact 
with the public. However, the best 
time is in our own offices when the 
patient is seated before us with his 
mouth and mind open to the un- 
interrupted discussion of dentistry. 

What salesman would not jump 
at such an opportunity to sing the 
praises of his product. Instead of 
discussing the weather, something 
neither the dentist nor his patient 
can do anything about; or world 
and local politics, thereby running 
the risk of antagonizing the man in 
the chair; the dentist should use 
this valuable time to explain the 
many interesting stories of his pro- 
fession. 


Educate Your Patients 


The busy executive may be told 
how bitewing roentgenograms will 
save valuable time in locating hid- 
den caries before they can give 
discomfort. 

The young mother will not be 
bored when told the story of the 
deciduous teeth. Her interest will 
*o beyond how they erupt and de- 
velop to the influence they have on 
the permanent teeth and jaws. She 
will welcome the information that 
she need not lose a tooth for every 
child; in fact, may, with the bet- 
ter care she gives them during this 
period, have better teeth there- 
after. 

The subject of diet and its rela- 
tion to the teeth and mouth never 
falls on deaf ears. Almost every- 
one is interested in avoiding the 
destruction of the dental organ. 
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Interesting cases in your prag. 
tice, and others you have read 
about, that have been brought to a 
successful conclusion can be made 
to fit into the discussions and used 
to illustrate the patient’s own cop. 
dition. 

With most patients the import. 
ance of dentistry from the esthetic 
and health angle will be enough to 
justify the charges made for re. 
storing a mouth to health and 
beauty. Sometimes, however, we 
must go into the actual dollars and 
cents economics of the value of our 
service comparing it with things 
they use and do in everyday life. 


Dental Fees 


A two-dollar fee may seem high 
to a patient if he thinks it is for 
something worth only a dollar and 
a half. On the other hand, a hun. 
dred-dollar fee may seem low if the 
service is shown to be worth dou. 
ble that fee. 

Doctor Charles Mayo estimated 
that our teeth were worth one thou- 
sand dollars each. He arrived at 
this by figuring that in the ten 
extra years we would live by taking 
care of our teeth, we would average 
three thousand dollars a year or 
thirty thousand for the ten years. 
Figuring thirty teeth for the aver- 
age person, he got the rate of one 
thousand dollars for each tooth. 

Using this, we can say a twenty- 
dollar inlay lasting at least twenty 
years means only the investment of 
a dollar a year. A small price in- 
deed for caring for such a valuable 
piece of machinery used _ three 
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times a day for eating and the rest 
of the time for speech and appear- 
ance. What other piece of ma- 
chinery worth a thousand dollars 
could be restored for such a low 
price? | 

By the same economics, a $150 
fee for dentures when shown amor- 
tized over the life of the dentures, 
usually ten years, will only mean a 
cost of $15 a year, or four cents a 


day, or one cent per meal with one. 


cent left over each day for the 
sake of the patient’s appearance. 

As we teach the public these 
stories of our profession, they need 
not be presented in the manner of 
a lecture. In a series of appoint- 
ments it will not seem out of place 
to tell one or two of them at each 
sitting. 

The story of the third molar, for 
instance, may be brought up ap- 
parently without forethought as 
you are scaling or doing some 
other treatment in the posterior of 
the mouth. From it the story of 
modern anesthesia, and how it is 
used in extractions, and the pain- 
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less preparation of cavities, may be 
brought out. 

The advantages of dentally edu- 
cating the public reach far beyond 
the solving of the immediate prob- 
lem of dental fees. The person who 
teaches is always looked up to as 
one who knows a little more than 
the average person. 

You will remember how this held 
true with your teachers in school. 
Later in life, perhaps, they did not 
seem half so smart as they did 
then. Yet, in the back of your 
mind, they still represented su- 
periority. 

So it is with your patients. So 
long as you assume the role of 
teacher of dental health and not 
just a “fixer of teeth,” they will 
come to you and accept your ad- 
vice and your fees for what they 
are truly worth. You, yourself, 
will be able to perform your den- 
tal service better because you will 
be practicing up to an ideal, not 
down to a price. 


420 Locust Avenue 
Long Beach, California 


ORAL HYGIENE AWARD 


WINNER OF ORAL HyGIENE’s $100 prize award for the best article 
published this month is Ernest Goldhorn, D.D.S. 


THE COVER 


WHILE MANY of the Canteens in metropolitan areas are closed there are 
still over 400 in operation in Continental United States. USO Camp 
Shows are still being given our boys in American Occupation Areas 
and in Military and Veterans Hospitals and funds are still needed for this 
worthy work. Our cover is dedicated to the USO campaign, funds for 


which are being solicited this month. 












By putting more emphasis on 


struction, you can improve your patients’ appearance, 
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By JAMES E. CALLAWAY, D.D.S. 


IN FORTY YEARS of experience | 
have seen many improvements in 
the scientific side of denture con- 
struction. I wish I could truthfully 
say the same of the artistic side of 
dentistry. It is true that we have 
brought about fine tooth forms, 
and have constantly made advan- 
ces in the arrangement of the teeth. 
We have not, however, used the 
care we might apply to the confor- 
mation of the labial and buccal 
surfaces of our dentures. Scarcely 
a day passes without my seeing 
middle-aged and elderly people 
whose appearance easily could be 
improved by properly formed out- 
er surfaces of their dentures. 
Among these people we may see 
some whose lips are protruded ex- 
cessively, and others whose cheeks 
are not sufficiently supported to 
give a good appearance. It is this 
subject of proper support of the 
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the artistic side of denture con. 


renthesis 


face that I should like to discuss. 

Years ago, Oliver Wendell 
Holmes remarked that when a 
man’s face displayed a parenthesis, 
age could no longer be denied. 
This “parenthesis” he defined as 
the folds of skin enclosing the 
mouth. In young people, the “char- 
acter lines” leading out from the 
wings of the nose are distinct from 
those which lead down from the 
cheeks beyond the corners of the 
mouth. In age, these lines join, and 
we have the “parenthesis” enclos- 
ing the mouth. 

It is not difficult to recognize 
certain places where support from 
within the mouth may be utilized 
in our denture construction to 
break the parenthesis, and so to 
give a more youthful appearance. 
While most of us pay reasonable 
attention to the proper thinning out 
of the labial wall of the denture to 
avoid protrusion of the lips, and 


add sufficient bulk to the labial 
1530 
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wall at the cuspid regions, too few 
go further with this contouring by 
extending it to the bicuspid and 
molar region. Our only limita- 
tion is the ramus border of the 
maxilla, where we must of course 
keep the bulk down to avoid any 
interference with the upper den- 
ture. 

In the bicuspid region, a care- 
fully carved addition to the bulk 
of both upper and lower dentures 
may be utilized nicely to break the 
parenthesis. It is surprising in 
some cases to see what a difference 
this apparently slight modification 
will make. If, in addition to this, 
we carefully increase the buccal of 
the lower denture, so that a back- 
ward pull is exerted on the muscles 
about an inch beyond and a little 
below the corner of the mouth, we 
may find that we have completely 
broken the line of fold. 

The folds which mark age so 
strongly are especially evident in 
thin faces, and it is in these that 
we may bring about the best re- 
sults. It is impossible to give any 
but the merest outline of these 


music. 








‘Berger, E, H.: Dentist Writes Song Hit of 1938, Oran Hycinxe 28:1558 (December) 1938. 

































September, 1946 ORAL HYGIENE 1531 


methods as every case must be han-. 
dled individually. The — result, 
though, will be a great improve- 
ment in the whole facial form, and 
I think is worthy of the closest at- 
tention. 

Every experienced dentist knows 
that there are a limited number of 
cases in which proper functioning 
of full dentures requires such 
placement of the teeth that the best 
esthetic effect is impossible. There 
are, however, many cases in which 
we are free to apply these sugges- 
tions, and I am submitting them in 
the hope that my brother practi- 
tioners may be induced to apply 
more art with the science of which 
we are so proud. 

It is perhaps too much to ex- 
pect a dentist to be an artist as well 
as a scientist, but that should not 
bar us from the attempt. I am not 
given to prediction, but I should 
not be surprised if some of our 
better dental colleges added a 
chair of facial art, to be occupied 
by an artist of reputation. 


152 West Wisconsin Avenue 
Milwaukee 3, Wisconsin 


DENTIST-COMPOSER WRITES MUSIC FOR NEW SHOW 


PHILADELPHIA dentist, Doctor Clay Boland, added a new hit, /¢’s Spring, 
to his long list of songs when he wrote the music for the University of 
Pennsylvania’s latest Mask and Wig show, John Paul Jones. This was 
the twelfth University show for which Doctor Boland has written the 


The dentist’s fame as a composer began in 1924 when the University 
of Pennsylvania, from which he graduated in 1926, offered a prize for 
an original prom song. Doctor Boland won the prize with his hit tune 
Dreary Weather which was recorded by Fred Waring..—Time Magazine. 








$4500 IN PRIZES AWARDED TO DENTAL WRITERS 


Prizes totalling $4500 have been presented to dental writers, from all 
sections of this country and Canada, whose skillfully written many. 
scripts, submitted during the last four years, won the $100 Orat Hy. 
GIENE award for the best article published each month. 


Dentists, dental assistants, journalists, architects, who are thinking 
clearly about the peacetime problems of dental practice, head the list 
of lucky authors. “Occupational Diseases Among Dentists” won an 
award and its accompanying questionnaire brought thousands of re. 
plies from interested dentists. The patient’s postwar reaction to dental 
service was presented in the prize-winning “Dentists—Meet the People.” 
The need of correct dental diagnosis to avoid practice hazards was 
pointed up in “Tightropes and Dentistry.” Recommendations for avoid- 
ing socialized dentistry and practical suggestions on the present-day 
fee problem were other prize winning subjects. A Pennsylvania dentist 


won an award for his answer to the question, “Is There Profit in Your 
Voice?” 


Your own observations on dentistry are just a little different from every 
other person’s. Write down your experiences, your plans for improving 
dental practice, your ideas for distributing dental service more widely, 
or suggestions for a retirement plan. 


We want to know how the dental scene looks from your point of view. 
[f you or one of your colleagues has found a more efficient way to con- 
duct a dental practice or a better way to utilize leisure, tell us the story in 
1500 words and send it along. Here are the rules: 

1. Emphasize the dental angle in your article. 

2. Write your story in simple, direct, specific language without 
literary flourishes. 

3. Your manuscript must be limited to 1500 words, typed, double- 
spaced, and accompanied by return postage. 


Mail your story today! If you do not win a prize but your manv- 
script is acceptable for publication we will pay you the regular word 
rate. Send your manuscript to: Edward J. Ryan, D.D.S., Editor, ORAL 
Hyciene. 708 Church Street, Evanston, Illinois. 
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Soe You Kuow Something 
flout” Dentistry! 














Ch, 


QUIZ XXIV 
1, Are metals or oxides of metals ever found in porcelain?......... 
2. What diagnostic value has percussion?.............eeeeeees v 
3. How long a period of time is required for complete calcification of 


. Which of these is out of place? (a) creosol, (b) phenol, (c) creo- 


meee, 4b) Geteianinn, (0) MEOOOy ic 0.0 «.0,c.cninmesses sawdn sneer 


. Which zone of the brush flame of the gas air blowtorch should be 


used in soldering and casting? (a) combustion zone, (b) reducing 
ne I SI oad oo 5:as 6 Smee eed eae cede we 


. What are the so-called white golds? ............ececcccccccces 
. What is a granuloma? ..... ike dmiihias babeaidbe abet hioaiadal 


. How many groups of fibers in the periodontal membrane contribute 


to the mechanical retention of the root in the socket? (a) three, 
en ED MOM ih 6 ke ae et ee a 


es CINE J. £005 Subd dean hm eaah ae aan besmene 


ne te MN GE CIINT Gann ccnccaceceadaeeaccodedenc 


FOR CORRECT ANSWERS SEE PAGE 1561 
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By ALBERT G. PIETSCH, D.D.S. 


IN A RECENT survey concerning 
lost time and motion in dental 
practices, I interviewed dentists in 
a small town and in a metropolis; 
a factory city and a college com- 
munity; a farming center and a 
seashore resort. And then, to make 
the analysis as comprehensive as 
possible, I questioned several lab- 
oratories, ranging from the two- 
employee type to the union-con- 
trolled, million-dollar-a-year cor- 
poration. Truth is likely to be less 
camouflaged when you hear both 
sides of the story. 

Of those dentists interviewed, 90 
per cent stated that they rely upon 
the commercial dental laboratory to 
service all prosthetic appliances, in- 


Are you utilizing your time 


and resources effectively in 


your laboratory relation- 
ships? 


cluding bite-blocks and the wax set- 
up. Five per cent routinely devote 
time to the arrangement of teeth in 
wax. While 2 per cent employ their 
own technicians, the remaining 3 
per cent precess all their own pros- 
thetic appliances. This last propor- 
tion admitted that their practice 
was not so busy as to justify having 
a commercial laboratory fabricate 
the appliances. 

As for the prescription factor— 
specific instructions sent to the 
dental technician for the construc: 
tion of an appliance—seven den- 
tists out of ten “leave it un to the 
laboratory.” Their indications for 
the design are limited primarily to 
“finish denture in acrylic,” or 
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“sold lingual bar, occlusal rests.” 

The 30 per cent who used the 
laboratories effectively wrote pre- 
scriptions—in the classical mean- 
ing of the word—to their tech- 
nician. This policy is comparable 
to the physician who communi- 
cates with the pharmacy, the oph- 
thalmologist with the optician. 
This group of dentists either de- 
sign a pattern on the model or 
else they include a definite plan 
with the case, such as which teeth 
to clasp, the type of clasp, specific 
instructions for the arrangement 
and shades of teeth. 


Time Element 


Most prosthetic appliances are 
completed by the laboratories at 
the time the dentists request. Ac- 
cording to the particular policy of 
the laboratory, this varies from 
two to three days for the comple- 
tion of a full upper and lower den- 
ture from the wax arrangement. 
All-metal partial dentures usually 
require six or seven days. Den- 
tists who have a mutual under- 
standing with the laboratory and 
who abide by this schedule, taking 
into account, of course, time for 
mailing and delivery, rarely need 
to postpone a patient’s appoint- 
ment because the appliance fails 
to arrive at the stipulated time. 

Now that almost all laboratories 
have sufficient personnel, in con- 
trast to the exodus during the war 
years, any present-day delays arise 
from unforseen factors; for ex- 
ample, a fault in the acrylic or the 
fracture of a tooth in processing. 
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Large-staffed laboratories with 
hours controlled by a union (pre- 
valent in the Eastern states) sel- 
dom encounter requests for so- 
called rush jobs. However, in 
small laboratories, individually 
owned, there are instances of hur- 
ried requests—that is, the tech- 
nician continues working on a case 
late into the night so that a pa- 
tient can leave the next day for a 
distant destination, wearing a new 
partial denture. 

Emergencies, of course, are a 
part of Nature, and unexpected 
events have a way of disrupting 
plans. But it would seem quite 
logical that if a person is impor- 
tant in the business or social world, 
he should invest in a duplicate 
prosthetic appliance which would 
obviate the race against time and 
the effrontery of the hurry-up re- 
quest placed upon the dentist who 
then relays the pieces to the tech- 
nician. 


Inaccurate Models 


The chief time-wasters are those 
dentists who are disinclined to 
pour models soon after the im- 
pression is obtained. 

Said one technician in a large 
city laboratory: “If we could con- 
vince dentists to pour their own 
models from alginate impressions 
we could save the dentist several 
hours of extra service. An inac- 
curate model means an ill-fitting 
partial denture. You see how it is 
—the case eventually comes back 
to us to be remade or relined.” 

He went on to explain that 
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about twenty-five per cent of the 
dentists he was servicing sent in al- 
ginate impressions in moist gauze. 

Only in a professional building 
where the laboratory is but a few 
floors from the professional office 
can a technician turn out a master 
model from alginates with accu- 
racy. Impressions arriving from a 
distance after time has elapsed will 
result in distortions. Instructions 
included with this material em- 
phasize that it is extremely import- 
ant to pour the impression prompt- 
ly to obtain dimensional accuracy 
in the model. Despite the dimen- 
sional changes which take place 
during that interval when the im- 
pression leaves the dentist’s office 
in the outlying districts and ar- 
rives at the laboratory, a propor- 
tion of practitioners apparently be- 
lieve they are outwitting the clock. 
What false economy! Have they 
not estimated the time involved 
for prolonged adjustments or, as 
the case may necessitate, a com- 
plete remake? For the dentist, the 
patient, the technician—a _ hun- 
dred lost minutes, a hundred lost 
motions. 


Patient and Laboratory 


“Our greatest problem,” said the 
senior technician of a laboratory 
with fifteen employees, “is the pa- 
tient sent in by the dentist to have 
a denture repaired. We accept no 
patients, of course, unless they 
have a prescription signed by the 
dentist. There are conflicts at 
times—it’s like walking on a tight- 
rope. Should the repaired denture 
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fail to fit correctly, the patient in. 
variably expects me to make the 
adjustments. He becomes extreme. 
ly indignant when I explain that 
he must return to his dentist for 
that service.” 

This laboratory averages six pa- 
tients a week sent in by dentists 
for repairs, clasp adjustments, veri- 
fication of tooth shades. 

The aftermath of this course of 
action is clearly patent. No sooner 
has the patient received a service 
from the laboratory, designated by 
the dentist, than that patient re. 
lates his experience to a relative or 
friend, who in turn goes direct to 
the laboratory and attempts to 
receive similar services. This mi- 
nority of the public has come to 
the conclusion that the dentist is 
merely an intermediary. 

By that remark I do not imply 
that the laboratories, in general, 
are lax in upholding their stand- 
ard of ethics. On the contrary, 
every laboratory which I surveyed 
indicated an eagerness to achieve 
closer cooperation and mutual un- 
derstanding between the dentist 
and the technician. 

A laboratory serving some two 
hundred dentists cited a recent in- 
cident which occurred in the outer 
office. A woman patient was sent 
in by her dentist one morning for 
the adjustment of a partial den- 
ture. During the procedure a den- 
tist whose office was in the same 
building walked in, recognized the 
woman as a former patient of his. 
A blushing triangle, to say the 
least. 
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Whatever the controversy on 
this existing arrangement between 
dentist and laboratory, it cannot 
he denied that, in the last analysis, 
the dentist is responsible to the pa- 
tient at all times. Though the hue 
and cry, the sound and the fury, 
continue to remain an incubus, 
there is no doubt who must accept 
the moral obligation of a dissatis- 
fied patient. It is then that the 
truth of time really manifests it- 
self. Had the dentist applied a 
little more time and effort for ac- 
curacy in the initial stages there 
would have been no need for those 
many extra minutes at the chair 
frantically adjusting the partial; 
spot-grinding; relining; and ener- 
vating complaints and return of a 
distressed patient; and, at length, 
a complete remake of the case. 
Time-devourers, all. 

Yes, the prosthetic chess board 
has many ramifications. In chess 
the accomplished player reasons 
not only for the immediate move 
but as well for the outcome of fu- 
ture moves. So it is with a dental 
practice. Certain practitioners, ex- 
pecting to capture a castle with a 
pawn, have overlooked the fact 
that their king is in check. If the 
outcome is unfavorable the income 
is likewise. Furthermore, such a 
questionable policy is likely to 
evolve into a checkmate between 
dentist and laboratory. And in a 
checkmate neither player wins. 

Fascinating equipment, the vast 
accumulation of knowledge, the 
diligence of research—unless these 
are employed intelligently, the 
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dignity of dentistry takes on the 
air of a burlesque. The profession, 
indeed, is no stronger than its 
impotent members. On the same 
token, the array of apparatus in a 
laboratory never invented any- 
thing; neither has it brought a new 
idea into the world. It is only as 
useful, only as good, as the dentists 
and technicians who use it. 

No wonder some dentists bewail 
that they have so little time for 
leisure. Energy which could have 
been reserved for recreation is ex- 
hausted by wasted motions and 
emotions. The irony of this is that 
it could have been prevented. 

Psychologists would have us 
believe that our life is nothing 
more than a combination of habits. 
Be that as it may, if we are to 
practice dentistry by a pattern of 
habits, we may as well acquire 
those which result in the greatest 
good for the greatest number in 
the least amount of time. 

To be an observer, to see with 
acumen, to note the resemblance of 
things one to another—such are 
the requisites to master the power 
of time. 

The course of time is independ- 
ent, it shows no favoritism. Every 
person is apportioned the same 
amount each day. How you apply 
those sixty seconds in the minute, 
those sixty minutes in the hour, de- 
termines for you whether dentistry 
is a drudgery or a delight. 


28 Ridley Avenue 


Norwood, Pennsylvania 
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By SHERMAN HOLLING, D.D.S. 


THERE HAVE been occasions when 
[ left a dental meeting with a feel- 
ing that I had learned something. 
Other times I would have been 
better off at home in bed. I have 
tried to figure out what made a 
dental meeting click or made it a 
failure. The ingredients of success 
or failure are tied up in the per- 
sonal equation. If I like a speaker 
I am inclined to like what he has 
to say. If I feel a morbid dislike 
for him I won’t care for anvthing 
he says. Interest is also a personal 
and selective quality. If 1 am in- 
terested in a subject Ill strain my 
attention to go along with a speak- 
er. But take a subject that holds no 
interest for me and I'll pav little 
heed even if the speaker has the 
effectiveness of Winston Churchill. 

Dental meetings, or any kind of 
meetings for that matter, often fail 
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Planning and attention to details are 
essential to the success of dental 
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It Was a Good Dental Meeting 


or flourish because of management. 
The speaker may be good and the 
subject of interest but the manage. 
ment is so poor that the meeting 
fizzles. Dentists are amateurs in 
everything except dentistry. When 
they try to stage a meeting that re- 
quires the combined skill of a 
maitre dhotel and a circus man- 
ager they fail. Planning and atten- 
tion to details are necessary parts 
of a program chairman’s equip- 
ment. If he trusts to chance he is 
likely to learn that a smooth run- 
ning meeting does not chance to 
be. The good meeting is planned 
in detail months in advance. Spur- 
of-the-moment improvising never 
works. 

If a dentist is given a job as any 
kind of chairman of a dental so- 
ciety he should get himself a note- 
hook and jot down ideas of how a 
meeting should conducted. 
Write in every detail: even as to 
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how much ice water and how many 
ash trays to have on hand. If you 
are keeping such a notebook you 
can get ideas from many sources. 
[ am indebted to Mr. W. F. Wright- 
nour for some valuable ideas. In 
an article of his printed in the 
Executives Service Bulletin of the 
Metropolitan Life Insurance Com- 
pany, Mr. Wrightnour lists eight 
pointers that should be useful to 
anyone who has the responsibility 
of planning a meeting or presiding 
over any group. Maybe you'll want 
these in your notebook: 

1. Have a plan—don’'t let the 
meeting drift. 

The most common criticism of 
meetings is lack of direction. Like 
a good salesman after an order, a 
wise conference leader plans his 
meeting and runs it with clockwork 
precision. It starts on time. Each 
discussion moves toward a definite 
goal. Every action has a relation 
to that goal. 

2. Give the meeting a helpful 
tone. 

Make it crystal clear to the men 
that they do not have to be an 
audience for you but that you are 
there to try and help them. It is a 
great mistake to think men have 
to be entertained and kept awake 
by “stunts.” An objection to per- 
mitting too much “kidding” and 
“good fellowship” at meetings is 
that the more timid men draw into 
their shells. They are afraid they 
might be kidded, if the meeting is 
in that mood. This is especially 
true when salesmen are to be asked 
to give a sales talk or a demonstra- 
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tion of their method of selling. 

3. Do not let meetings become 
monotonous. 

When men are called together 
for conferences at regular inter- 
vals, added interest can be obtain- 
ed if there is some variety to the 
meetings—in other words, a 
change of pace. This takes plan- 
ning. 

4. Draw out the thinking few. 

One of the most important con- 
tributions conferences can make is 
helping men to master their self- 
consciousness. The curse of many 
meetings is the man who likes to 
hear himself talk and keeps talking 
all the time. The skillful conference 
leader, gently but firmly, holds 
down such men by calling on those 
who are not so talkative but usual- 
ly have more to contribute to the 
meeting. 

9». Do not permit side shows. 

As already stated, the success of 
the meeting depends upon the abil- 
ity of the leader to reach a definite 
objective. Usually there are a 
few members of each group who 
seize the opportunity to express 
themselves on other subjects, or to 
say a few words on some of their 
pet ideas. One experienced confer- 
ence leader controls the discussion 
by saying: “That’s a good point, 
we'll just write it down to be con- 
sidered later.” 

6. Do not promise to do some- 
thing “in a minute.” 

If you plan to talk on a certain 
subject later, keep it a deep, dark 
secret. Take it up in its turn with- 
out advance ballyhoo. Do not say, 







1540 


“T’'ll cover that in a few minutes.” 
The boys hope to get home in a few 
minutes. Announcing that you plan 
to keep on talking does not help. 

7. Do not depreciate yourself. 

When you set out to do a dem- 
onstration, avoid saying “I don’t 
know whether or not this will ex- 
plain my point.” Do not announce 
“These charts were made up for 
another purpose, and I’m not sure 
they will show what I want.” Avoid 
starting your talk by saying “if 
you will bear with me.” If you have 
doubts about the interest or worth 
of your material, how can you ex- 
pect the audience to believe in it? 
If you feel it doesn’t make the 
point, discard it. 

8. Take some action at every 
meeting. 

The steps in a successful meet- 
ing as stated in a recent bulletin on 
conference leadership are: 

a. Assemble all the facts. 

b. Select the important facts to 
be discussed. 

c. Evaluate these facts. 

d. Make a decision. 

e. Develop a plan to carry out 
the decision. 

f. Carry out this plan. 

g. Check the results. 
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The audience has a part to play 
in a good dental meeting; not an 
active part necessarily. Courtesy js 
an important attitude on the part 
of an audience. Respect is another, 
Good manners describe the audi- 
ence’s role. Whispering, foot shuf. 
fling, are discourteous. Snoring is 
worse. (Yes, I have heard snoring 
in dental meetings.) Any speaker 
is entitled to a respectful hearing. 
After all, he is your guest. Your 
society invited him. 

The guest speaker should be 
treated with proper hospitality and 
attention. The honorarium he re- 
ceives is negligible and, in fact, 
probably niggardly. Some day 
when dental societies become more 
self-supporting because of sub- 
stantial dues they may pay speak- 
ers an adequate and _ attractive 
honorarium. 

A recipe for a good dental meet- 
ing would include skillful and 
thoughtful planning and arrange- 
ments, an efficient presiding officer, 
a well-prepared and effective speak- 
er, and an attentive audience. The 
next time you “taste” a poor meet- 
ing try to figure out what ingredi- 
ents are lacking. 


1947 CHICAGO MIDWINTER MEETING 


The 1947 Midwinter Meeting of the Chicago Dental Society will be held 
from February 10 through 13 at the Stevens Hotel, according to an an- 


nouncement by Doctor Robert J. Wells, Secretary. 













































NEED FOR MORE DENTAL EDUCATION SHOWN BY POLL 


A SURVEY among a cross-section of the adult population of this country 
shows that there are areas within the population in need of further edu- 
cation about the importance of dental care to the national health. The 
question asked was: 

Roughly, about how many times have you been to a dentist—never, 
once or twice, three or four times, five or six times, a dozen times, or 
more than that? 

A breakdown of the poll returns by size of place shows that the rural 
population are less frequent visitors to the dentist’s office than are city 
dwellers. The people of the South, as shown by the following figures, 
are less frequent dental chair visitors than are the people of any other 
part of the country. And those with the most education are the most 
regular patients in the dentist’s office. 


REPLIES BY EDU- Grade School High School College 
CATIONAL GROUPS Per Cent Per Cent Per Cent 
Never 5.6 Ll 0 

Once or twice 10.9 3.0 1.9 
Three or four times 16.3 9.0 3.9 
Five to eleven times 17.5 14.8 7.5 
Twelve times 7.4 10.7 8.6 
More than twelve 41.4 60.7 785 

No answer 9 -_ 0 
REPLIES BY GEO.- Northeast Middle West South Far West 
GRAPHIC AREAS Per Cent Per Cent Per Cent Per Cent 
Never ‘5 2.0 5.2 A 
Once or twice 3.8 3.5 11.7 5.3 
Three or four times 8.0 8.5 17.0 8.4 
Five to eleven times 14.4 10.8 17.7 lia 
Twelve times 9.4, 10.3 7.3 8.4, 
More than twelve 62.4 64.6 40.9 59.3 
No answer 5 a a 9 


When considering the differences by educational achievement, how- 
ever, one must remember that it is the more well to do who take ad- 
vantage of higher education. The figures reflect, therefore, not only the 
fact that the people with a broader educational base are inclined to appre- 
ciate the importance of dental care more than those without education, 
but they also reflect the fact that the well to do are better able financially 
to have dental care than are those in the lower income brackets. 

While the results of the poll show that formal school education and 
the educational campaign being conducted by the dentists themselves 
have made a notable improvement in the dental health of Americans, 
they also show that further education is needed.—ELMo Roper. 
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Role of the Dental 








Assistant 


in Anesthesia Preparation’ 


By A. S. WILLIAMS, M.C., and R. R. MACGIBBON, L.R.C.P., L.R.C.S, 


Now THAT general anesthesia 
plays so large a part in modern 
dental practice, the psychological 
preparation of a patient assumes 
great importance. This is a matter 
which might well be undertaken 
initially by the dental assistant— 
particularly during those _inter- 
views in which arrangements are 
being made for the carrying out of 
major operations. The physical 
preparation of the patient, that is, 
premedication—does not come 
within the province of the assist- 
ant’s duties, of course, but the 
psychological aspect is not less im- 
portant, and it may often be that 
the assistant’s part has been so well 


played that premedication to any 
great extent is unnecessary, or at 
least the necessity for it has been 
minimized. In the surgery, the in- 
duction and maintenance of anes- 
thesia is much easier and more 
peaceful when the patient is calm, 
unafraid, and cooperative, and 
much smaller doses of anesthetic 
drugs are needed than when the 
patient is worried, afraid, and, for 
those reasons, uncooperative. Ex- 
citement and fear raise the meta- 
bolic rate above the normal, so 
that larger doses of drugs are need- 
ed to depress the patient to the 


*Reprinted from The Dental Gazette, London, 
February, 1946, 
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state of surgical anesthesia. All 
anesthetic drugs are potentially 
dangerous and the smaller the dos- 
' es used the better for the patient, 
the quicker the recovery, and the 
less risk of postoperative compli- 
- cations. 


‘ fear Reactions 
_ A separate study of psychologi- 
4a phenomena is not here advo- 
4 ieated—it will be sufficient for the 
dental assistant to be able to recog- 
"hize and overcome only one mani- 
festation of psychological disturb- 
ance — fear — and this is not so 
simple as might appear. The feel- 
ing of fear is inherent in mankind, 
but the outward and visible result 
of the feeling varies in each indi- 
vidual. Some people, although 
frightened, are able to control 
themselves to such an extent as to 
he called “fearless,” while others, 
lacking such rigid mental control, 
exhibit all the appearances of pan- 
ic at the slightest provocation. In 
between these two extremes is the 
great mass of the people. 

During the induction of anes- 
thesia, a period is passed through, 
varying greatly in length accord- 
ing to the anesthetic used, during 
which the higher centers of mental 
control are not working, and it is 
at this stage that fear is “let loose” 
and can result in absolute chaos in 
the operating room. For example, 
there are few dentists who have not 
experienced the wrecking poten- 














Psychological preparation of a patient for general anesthesia 
becomes increasingly important in modern dental practice. 
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tialities of a wildly struggling and 
hefty man during the induction 
of anesthesia by simple nitrous ox- 
ide. 

Nowadays, of course, the induc- 
tion of anesthesia by the intrave- 
nous injection of small doses of a 
barbiturate cuts down the excite- 
ment period to a minimum, but the 
maintenance of a smooth and tran- 
quil anesthesia with, for instance. 
nitrous oxide-oxygen, still depends 
to a great extent on the fear re- 
actions of the patient. 


Dental Assistant 
The allaying of fear should be 


the paramount duty of a dental as- 
sistant—the person with whom pa- 
tients first come in contact in the 
operating room, and from whom 
patients gather their important 
first impressions. 

Patients look upon the dental 
assistant as the “human” (and, let 
us hope. humane) connecting link 
between themselves and that fear- 
some person, the dentist. They feel 
they can talk to her and confide in 
her in a manner which they would 
not contemplate in connection with 
the dentist himself, and it is here 
that the assistant can do so much 
toward the elimination of that fear 
of dental proceedings which even 
now prevents millions of people 
from seeking attention—to their 
great detriment. 

Fear in a patient should never 


be treated lightly, nor “pooh- 















































1544 


poohed.” Anyone can bear with 
exemplary fortitude the boil on 
the other fellow’s neck, and to at- 
tempt to get the wearer of the boil 
to laugh it off will not endear you 
to him. 


Control of Fear 


Try to find out by quiet, careful 
questioning if there is anything in 
particular of which the patient is 
afraid, and if there is, endeavor by 
serious discussion to eliminate the 
fear. A surprisingly large number 
of people are afraid of losing con- 
sciousness for fear of saying some- 
thing of a personal and private na- 
ture while under an anesthetic. Ex- 
plain to them that coherent speech 
under an anesthetic is extremely 
rare, and that even if an inadvert- 
ent word should happen to slip out, 
the dental staff are deaf, dumb, and 
blind to it for all time. That this 
fear is widespread is proved by the 
fact that many patients’ first ques- 
tions om recovering consciousness 
are: “Did I say anything?” and 
“Was I quiet?” Reassurance on 
these matters is always forthcom- 
ing from the anesthetist or the op- 
erator, and even the most tempes- 
tuous of patients are congratulated 
on their perfect docility while un- 
der the anesthetic. This, added to 
the assistant’s preoperative prepa- 
ration, results in a pleased and sat- 
isfied patient who will not fail to 
pass on the good news to friends 
and relatives. 

Many and various will be the 
particular fears unearthed by the 
dental assistant, and all of which, 
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by her demeanor and careful cop. 
sideration, she will be able to elim. 
inate. Such questions about the 
dentist as, “Is he gentle?” and “Ts 
he a good operator?” can usually 
be utilized by the assistant as an 
opening for her to stress the fact 
that the patient will have the best 
treatment by a capable practition. 
er, given in a kindly and consider. 
ate manner with the best possible 
equipment. 

The assistant may know all these 
things—but it must be remembered 
that a new patient does not. 

Apart from the fact that the 
study of one’s fellow human be. 
ings is most absorbing and instruc- 
tive, the gratitude and trust of pa- 
tients engendered by the assistant’s 
sympathy for their foibles makes 
their psychological study well 
worth while. 

Below are some “Do’s” and 
“Don'ts” which will be of help to 
the dental assistant in her endeav- 
or to understand, and perhaps mod- 
ify, the psychological reactions 
of patients presenting themselves 
for treatment for the first time. 


1. Preserve a quiet and compe: 
tent demeanor—invite confidence. 

2. Present a spotless and tidy 
appearance. 

3. Be interested, to the exclusion 
of everything, in your patient. 

4. Remember that you know the 
excellence of your colleagues and 
equipment of your operating room 
—the patient does not. 

5. Learn to look for, and recog: 
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nize, signs of fear, and do your ut- 
most to eliminate them, no matter 
how long it takes. 

6. Endeavor to convey to the pa- 
tient the impression that the pa- 
tient is the most important thing 
in your life. 

7. Listen to the troubles of the 
patients—they are not interested 
in yours, and it helps to calm them 
to “blow off steam.” 

8. Pass your information to the 
dentist, quietly and concisely. 

9, Tell the dentist if you think 
the patient is too frightened for 
psychological treatment to be of 
any use. 

10. Be most careful not to criti- 
cize any previous treatment the pa- 
tient may have undergone, whether 
at your dental office or somewhere 
else. 


Don’t 
1. Don’t be fussy and “gushing.” 
2. Don’t treat the patient’s fears 
as of no account. 
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3. Don’t try to “laugh off” or 
ridicule the patient’s fright—find 
the cause of it and go to work care- 
fully to eliminate it. 

4. Don’t forget that all your pa- 
tients will be somewhat “nervy” 
and not normal; some will show it 
—others will not. 

9. Don’t forget that most pa- 
tients are more afraid of being un- 
conscious than they are of dying. 

6. Don’t ever let a patient know 
he was turbulent—even if he has 
wrecked the operating room. 

7. Don’t repeat anything you 
may have heard in the operating 
room—from any source. 

8. Don’t leave patients to fend 
for themselves while recovering 
from an anesthetic. 

9. Don’t act as though anything 
out of the ordinary had happened 
after an operation, whatever has 
happened. 

10. Don’t ever lose patience with 
a patient. 


HE PREFERS DENTAL APPOINTMENTS 


OPA oFFICIAL Paul Porter is one of Washington’s most frequent wit- 
nesses before Congressional Committees. When a recess was called at 
a recent afternoon hearing congressmen told Porter they would like 


him to return at 5 p.m. 


“| have an appointment at 5 p.m.,” Porter told them. 
+ “Can’t you postpone it?” he was asked. 

“I wouldn’t think of doing that,” replied the harassed official. “I have 
an appointment with my dentist, and I’m looking forward to it with 


pleasure,’—LeonarD Lyons, Chicago (Illinois) Daily News. 


















D. P. Snyder, Professor of Oral Surgery 
at Ohio State University College of Den- 
tistry, lecturing in Kansas City. 


* 


Officers of the Kansas State Dental As- 
sistants Association for 1946-1947, Left to 
right: Dorothy Siemens, Treasurer; Zerah 
Mann, Secretary; Eleanora Kilanoski, 
President-Elect; Della Mae Carney, Pres- 
ident; Nelle Mitchell, Parliamentarian; 
Ruth Johnson, Trustee; Evelyn Topper, 
Trustee. 
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Gilbert Moskan, former . 
member of the North Dakota 
State Board of Examiners, 
and R. A. Ogilvie, Past-Presi- 
dent of North Dakota State 
Dental Association, both of 
Grand Forks, attended their 
State Association’s meeting. 


* 


Ernest G. Sloman, Dean of 
the School of Dentistry, Col- 
lege of Physicians and Sur- 
geons, San Francisco; and W. 
C. Fleming, Dean of the Uni- 
versity of California College 
of Dentistry, San Francisco; 
attend a testimonial dinner 
given in honor of Roy J. 
Rinehart, Dean of the Uni- 
versity of Kansas City School 
of Dentistry. 


* 


0. B. Coomer and Frank B. 
Hower, of Louisville, Ken- 
tucky, discuss the prospects 
of the dental officer who is 
returning to civilian practice. 


* 


President-Elect W. D. Toepke, 
of New Salem, with President 
E. J. Hughes, of Langdon, of- 
ficers of the North Dakota 
State Dental Association. 
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Minneapolis (Minnesota) Tribune: 
Doctor Oliver G. Olafson, dentist of 
4928 Seventeenth Avenue South, left 
recently for big game hunting in Af- 
rica. He expected to travel by plane 
from New York to Shannon, Ireland; 
then to Dakar, on the west coast of 
Africa; Monrovia, Liberia; and Leo- 
poldville, in the Belgian Congo. From 





or’ pole 


there he was to take a Belgian plane 
to Stanleyville, also in the Belgian 
Congo; then go to Nairobi, in Ken- 
ya; and from there to Moshi, Tangan- 
yika, where he will hunt big game for 
two months. He will make expeditions 
by truck through the jungle around 
Moshi; each expedition to last about 
two weeks. A guide and native car- 
riers will accompany him. 

Before leaving for his big adventure 
Doctor Olafson said: “I may not be too 
scared with a big gun in my hand. Af- 
ter all, if the animals had a fifty-fifty 
chance, I wouldn’t be going.” 


Minneapolis (Minnesota) Star Jour- 
nal: “Sturdy” and “Sparkle,” two 
Punch and Judy dolls, are partly re- 
sponsible for the healthy teeth of a 
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rapidly growing number of school chil. 
dren in Minneapolis. These two dolls 
accompany Doctor F. Denton White, 
Supervisor of the public school Oral 
Hygiene Department, to all the ele. 
mentary schools in the city to help 
teach children the proper care of their 
teeth. 

Doctor White, assisted by five dental 
hygienists, visits each school nine 
times during the school year to exam. 
ine teeth and to teach the 
The two used 
to enact plays on oral hygiene which 
illustrate the points on~-the care of 
the teeth to the children. 

Only 143,217 children were 
scheduled to have restorations during 
the last school year as compared with 
30,033 when the oral hygiene educa- 
tion program was started in the schools 
a quarter of a century ago. 

During the last few years the num.- 
ber of children needing prophvlaxes 
and _ extractions increased. Doctor 
White attributes this to a slightly in- 
creased enrollment and to the short- 
age of dentists during the war. 


care of 


them. marionettes are 


school 


Houston (Texas) Chronicle: The pro- 
motion of Doctor Frederick C. Elliott, 
Dean of the University of Texas School 
of Dentistry, to a vice presidency of the 
University was announced recently. This 
promotion brings the School of Den- 
tistry to equal status with the Medical 
School as the Dean of the Medical 
School is also a vice president. 
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The School of Dentistry includes the of orthodontics. The School of Dentistry 
College of Dental Nursing, the post- expects to move into the Texas Medical 
graduate and graduate School of Den- Center at which time some expansion 
tistry and Stomatology, and the Institute _ will take place. 


Awards for items published in DENTISTS IN THE NEws this month 
have been sent to: 


E. J. Davipson, Minneapolis 12. 
Mrs. A. Linn, 4138 North Washburn Avenue, Minneapolis 12. 


CAN YOU USE A DOLLAR? 


To EVERY READER who contributes a newsworthy item, something unusual about 
a dentist, which is published in Dentists in the News, we will send promptly a 
crisp, new one dollar bill. Every clipping must be taken from a newspaper and 
carry the name of the publication and the date line. Clippings submitted cannot 
be returned. When more than one copy of a clipping is submitted, the first one re- 
ceived will be used. Send all items to Dentists in the News, OraL Hyciene, 708 
Church Street, Evanston, Ilinois. 


NAVY DENTAL CORPS OFFICERS RECEIVE AUTONOMY 


UNDER A reorganization of the Bureau of Medicine and Surgery, the 
administrative control formerly held by the Medical Corps over Navy 
dental officers has been removed. A Dental Division has been established 
in the Bureau “to plan and direct all matters relating directly to den- 
tistry.”” 

Except for unusual and emergency situations and for organization 
and training for battle, dental personnel and equipment at ships and 
stations will be immediately subordinate to Commanding Officers with- 
out the intermediate control formerly exercised by Senior Medical Off- 
cers. All dental services will be under a Senior Dental Officer who will 
be responsible to his Commanding Officer for professional, technical, 
and administrative matters, including the submission of reports to the 
Bureau without endorsement by the Senior Medical Officer. 

A bill to provide for reorganization of the Army Dental Corps sub- 
stantially the same as for the Navy has been introduced in the House of 
Representatives by Mr. John J. Sparkman of Alabama. Under this pro- 
posed legislation the Army dental officers would be freed from the super- 
vision of the Medical Corps and have direct access to the Commanding 


Officer. 








































Conducted by W. EARLE CRAIG, D.D.S. 





Drawings by Dorothy Sterling 













Establishing the Bite 


By RAYMOND K. HYDE, D.D.S. 









































1 
Make bite blocks to full- Draw naso-auditory mea- Cut upper bite block 1 mm. 
ness of periphery. tus line. Locate condyle below upper lip and 
14” anterior to auditory _ parallel to auditory meatus 
opening. line. Trim lower to upper. 
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Draw median line, corners Record measurements of Reduce height of lower 
of the mouth, and high lip face with dento profile bite rim 4 mm. 
line. gauge. Mark position on 

nose, 
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To make internal gothic 
arch plate, use a piece of 
tin folded upon itself. 
Rend over the edges 5 mm. 
except on posterior which 
is the edge originally 
folded. 

















Mount Gysi external gothic 
arch marker on upper bite 
rim on median line. Notch 
base plate on buccal. 




















Have patient move jaw in 
all directions, laterally and 


protrusively, This will 
mark a triangle (with 
apex to anterior) in the 


wax on both internal and 
external plates. 
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Imbed internal gothic arch 
plate in lower bite block, 
flush with wax. Mount 
central bearing pin in 
compound in the center of 
palate on upper bite block. 














Melt a thin layer of card- 
ing wax on gothic arch 
plates. 
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Remove base plates and 
drill hole in internal plate 
at apex of triangle marked 
in wax by central bear- 
ing screw. (Start with No. 
1] round bur. Increase to 
No. 4.) 
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Mount Gysi external gothic 
arch plate on lower, level 
with internal gothic arch 
plate. Notch -base plate on 
buecal. 
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le 
Return to mouth and ad- 
just central bearing screw 
to profile gauge. Be sure 
that there is at least 1 
mm. space between bite 
rims. 























_15) 
Return to mouth and have 
patient move jaw until 
central bearing screw 
drops into hole. The ex- 
ternal marker should be at 
the apex of triangle. 
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Make plaster locks on buc- 
cal. Allow to harden. Mark 
locks “right” and “left.” 

































To secure protruded bite: 
Remove all attachments 
from bite rimg and insert 
in mouth. Imbed a wire 
form in plaster spread on 
a piece of gauze 10” x 6”. 
Fold the gauze over the 
plaster. 
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Adjust Gysi face bow to 
external gothic arch plate. 
Record readings. 














Have patient protrude jaw 
approximately 4” and 
close into plaster encased 
in gauze, 
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Mount case on articulator. 
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Set condyles on articulator, 


NOTE: Internal gothic arch plate and central bear- 
ing pin can be adapted for use with almost every 
type of face bow. Details for construction of a com- 
bined internal and external gothic arch plate will 
be given on request. 

Numerous requests have been received for a tech- 
nique for establishing the bite. The technique above 
(first published in this department in 1941) includes 
many features only now being demonstrated in 
clinics. If carefully followed step by step, this tech- 
nique will produce fine results. 

If you are interested in a particular technique 
and would like to have it included in this series, 


please write to W. Earle Craig, D.D.S., 1005 Liberty 


Avenue, Pittsburgh, Pennsylvania. 




















How Old Age 


Kills Your Overdue Accounts 





60 90 6 1 2 YEARS 
DAYS OLD DAYS OLD MONTHS YEAR OR MORE 


HERE'S A chart that shows you how account one year overdue has defi- 
your past due accounts slow up to _nitely depreciated. Neglect or a too 


a virtual stop. It is used by many _iberal credit policy tends, in such 
accountants and statisticians as a cases, to cut off 70 per cent in 


base for appraisals in evaluating terms of collateral value 


accounts receivable. 3s 
All of this is an excellent argu- 


Based on a U. S. Bureau of tf i aie es icgiel 
Credits survey, it demonstrates that — en he salir sa, diane 
lection effort effective. Above all, 


your chances of collecting are re- 
duced 10 per cent after a bill has do not hold them in your receiv- 
gone unpaid sixty days; 15 per ables.—Reprinted with permission 
cent after ninety days; and a full from the Bulletin of the Medical 
90 per cent after six months. An Business Bureau. 
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“*Cive me the liberty to know, to utter, and to argue freely 
according to my conscience above all liberties.” John Milton 


OPPORTUNITIES IN INDUSTRIAL DENTISTRY 3 


Too FEw of the industrial corporations in the United States have dental 
service in their health departments. Extremely few of the millions of 
workers are eligible to receive dental care from a corporation health 
program. Industrial physicians and management have given only slight 
attention to the serious sequelae that come from dental disease. A work- 
er suffering from dental pain or hidden dental infection is not an eff- 
cient worker. An inefficient worker ties up the production line and is 
responsible for errors, make overs, increased production costs, and acci- 
dents. A healthy person is more likely to be an efhcient worker than one 
who is weighted down with pains and aches and with the lassitude that 
comes from ill health. 

Proper nutrition, good housing, hygienic working conditions, sufh- 
cient rest and recreation, available nursing, medical and dental care, are 
factors that encourage efficient production. Efhcient production means 
higher wages to workers and larger earnings for capital. Many of the 
factors that increase efficiency have been recognized by management. 
Hot and nutritious low-cost meals for workers, company housing proj- 
ects, light and well-ventilated plants, recreation halls and fields, good 
and well-staffed hospitals, are common among enlightened industries. 
There are few, however, that have given any thought to a comprehensive 
dental health program. The fault, I fear, lies with the dental profession. 
We have done an extremely poor job of selling dental health to manage- 
ment on the basis of increased production and efficiency. We should 
make our emphasis not on the costs of a dental health program but on 
the basis of savings to management that come from reduced sickness 
absenteeism and improved production from healthy workers. 

We are all aware that on the days that we are in fine fettle work drops 
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from us swiftly, easily, and efficiently. On those days when our physical 
state is at a low ebb we work with effort and often without accomplish- 
ment. If we recognize this fact in our own individual lives, it should not 
be difficult to picture the inefficiency in large factories where in one day 
hundreds of workers may be attempting to produce while at a low phys- 
ical tide. Not only is each individual worker who is in a low grade phys- 
ical condition having difficulties but his aches and pains are holding up 
the entire production line. The industrial bottlenecks are not always the 
result of inability to get raw materials or skilled workers. Ill health 
creates a bottleneck that will slow up any production schedule. If you 
don’t think so, time yourself on any kind of physical or mental experi- 
ment on the day that you feel in fine shape as compared with the day 
when you are below par. Dentists know that they can turn out more 
and better dentistry when they are in good physical condition. It should 
not be so difficult for them to see that an industry with thousands of 
workers can produce more and better when the maximum number of 
employees are physically sound. If we believe this it is our duty to tell 
the story to management. 

In general, management is responsible for profits. Paternalism and 
philanthropy are not parts of the philosophy of realistic management. 
A dental health program as a fancy frill, a piece of window dressing, or 
even as a device to reduce taxes, is doomed to failure. The only kind of 
industrial dental program that will succeed is one organized to reduce 
corporate expenses by making healthier workers who are absent less and 
who can produce more efficiently. If management looks’ upon a dental 
program as an added expense and not as a saving we can be assured that 
the program will be curtailed or discontinued when a wave of financial 
retrenchment comes along. If employers think of health programs as in- 
surance against the higher costs that come from absenteeism and worker 
inefliciency we can be certain that such programs will be continued and 
sustained with suitable appropriations and enthusiasm. 
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Please communicate directly with the Department Editors, V. Clyde Smedley, 
D.D.S., and George R. Warner, M.D., D.D.S., 1206 Republic Building, Denver, 
Colorado, enclosing postage for a personal reply. 


Subluxation of Jaw 


Q.—I have a patient, a woman about 
twenty-five years of age, with a typical 
lose mandibular joint that “pops” into 
position when opening and closing the 
mouth. She complains of severe pain on 
the left side in the palate and about the 
region of the lower left mental foramen 
after eating. I have tried grinding the 
occlusion without any success. Would 
you recommend immobilization for 
about six weeks, and, if so, would you 
suggest using rubber bands or wiring the 


jaw tight?—-C. W. B., Illinois. 


A.—Since your patient is only 
about twenty-five years old we 
may assume that she has a full, or 
nearly full, complement of teeth in 
fairly good occlusion. Therefore, 
grinding the teeth, supplying miss- 
ing teeth, or increasing the verti- 
cal dimension, would have no re- 
lation to or effect upon the sub- 
luxation of the temporomandibular 
joint. 

These cases in young people are 
hard, if not impossible, to account 
for. In some cases in our practice 
the condition has corrected itself, 
perhaps partly because we advised 
care about opening the mouth wide 
in yawning, laughing, or eating, 
and advised refraining from strain- 
ing the joint in any way. Immobili- 
zation might help but rubber bands 
would be ineffective. Wiring as for 
a broken jaw would be the most 


1556 


effective way to secure immobiliza. 
tion; however, one would hesitate 
to employ such a drastic measure, 
I would prefer the method of stim. 
ulating circulation by the use of 
hot packs and exercising care in 
allowing the joint to slip out. The 
capsule might then resume its nor. 
mal tone. 

One writer! advises the injection 
about the joints of a sclerosing 
agent and reports excellent results, 
—GEorcE R. WARNER. 


Inlocked Cuspid 


Q.—I have a patient about eighteen 
years of age who has an upper cuspid 
that locks inside the lower arch. There 
is room for this tooth if it could be 
brought out. The patient wants the 
tooth extracted and a_ bridge con- 
structed, but I dislike doing that. I have 
seen in a magazine article a method of 
moving such a tooth but cannot re- 
member the article. Can you help me? 

E. W. K., Iowa. 

A.—I am advised by Doctor 
William R. Humphrey, an eminent 
orthodontist, that bringing an in- 
locked cuspid into place is hazard- 
ous. The pulp of such a tooth is 
likely to die after it is brought in- 
to place. He advises that it be done 
with a complete labial or lingual 





Schulz, L. W.: A Curative Treatment for Sub 
luxation of the Temporomandibular Joint or of 
Any Joint, J.A.D.A. & Den, Cosmos 24:1947 
(December) 1937, 
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- arch with light spring pressure on 


the tooth. It is necessary to use a 
splint to raise the occlusion of the 
posterior teeth so that the cuspid 
can pass over the incisal edges of 
the anterior mandibular teeth. 

| have looked through the In- 
DEX OF PERIODICAL DENTAL LuIT- 
ERATURE for the last several years 
and have not found an article 
about the releasing of an inlocked 
maxillary cuspid.—Georce R. 
WARNER. 


Enamel Hypoplasia 


Q.—I have a patient, age 7, who has 
definite yellow streaks in the enamel of 
the permanent centrals. There is no 
history of fluorine in the water. What 
could be the cause of this condition? 
Can the enamel be bleached in later 


life?—H. D. D., California. 


A.—Your case is one of either 
the hereditary type of enamel hy- 
poplasia or systemic hypocalcifi- 
cation such as results in fluorosis. 
In the first type the enamel may 
be thin, or it may be brownish or 
have the appearance which you 
describe. In the systemic type a 
yellow band might appear. With- 
out examining the enamel I could 
not foretell what might happen 
later in life—Grorce R. Warner. 


Teeth Gritting 


Q.—Please inform me of any method 
or methods whereby a person may be 
broken of the habit of gritting his teeth 
in his sleep. 

I have a patient, a young woman, 26, 
with normal occlusion. Her teeth are 
worn down but not enough to make it 
necessary to open the bite. If the habit 
is allowed to continue, however, it will 
become necessary to build up the pos- 
terior and the anterior teeth.—J. F. O.., 
Kentucky. 


A.—For this patient make an 
occlusal splint to be worn at night. 
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Clear acrylic is a satisfactory ma- 
terial for this purpose. You can 
have it extend partly over the 
crowns of the teeth on both jaws, 
thus locking or splinting the jaws 
together; or you might try first 
fitting the splint over the crowns 
on only one jaw, and providing a 
flat polished surface without cusp 
interference for the opposing jaw 
to contact—V. CLYDE SMEDLEY. 


Palatal Condition 
Q.—In March, 1942 I made full up- 


per and lower dentures for a patient. He 
had no difficulty with them until ap- 
proximately March, 1945 when he 
noticed that the roof of his mouth be- 
came gray and he could peel off layers 
of the mucous membrane. There was no 
pain of any nature. He wears his den- 
tures continually, except for cleaning, 
and this condition develops within 
thirty-six to forty hours. It will clear up 
within eight to nine days if he leaves 
the upper denture out, and within three 
to four days with topical applications of 
gentian violet, and in two days if he 
takes penicillin orally (about 200,000 
units). He is now 41 years of age. 

I shall appreciate any advice you 
may give me.—E. P. C., Connecticut. 


A.—I suggest that you advise 
this patient to leave his dentures 
out nights. Have him brush them 
thoroughly and leave them in wa- 
ter. 

Have him also stimulate the cir- 
culation in his gingivae by brush- 
ing them vigorously with a soft 
toothbrush or rubbing them with 
a clean soft cloth several times a 
day.—V. CLYDE SMEDLEY. 





Vitamin D 


().—Will you please appraise the role 
of vitamin D and flourides in denti- 
frices? Is it possible to obtain effective 
absorption of vitamin D by this means, 
and how much fluoride is required in a 
formula that would allow for contact 
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bacteriostasis and also for beneficial 
physiologic absorption? Is there any 
possibility of antagonism between 
vitamin D and fluorides? What are the 
attitudes of various State Health De- 
partments with respect to preparations 
of this type?—E. S. P., Louisiana. 

A.—lIn my understanding of the 
action of vitamin D it could have 
no value in a dentifrice. Its action 
is related to the utilization of cal- 
cium and phosphorus in blood 
and bone building. It is called, as 
you know, the “sunshine” vitamin, 
because the ultraviolet rays of the 
sun synthesize it in the body. So 
far as I know, neither calcium 
fluoride nor sodium fluoride are 
bacteriostatic. 

I have consulted the head of our 
Dental Health Department and he 
concurs in this. We cannot see 
how there could be any apprecia- 
ble absorption by the tissues of 
the mouth of vitamin D or fluo- 
rine from a dentifrice. Neither can 
we see the probability of any an- 
tagonism between vitamin D and 
fluorine. Our State Health Depart- 
ment has not considered the use of 
these materials in.a dentifrice ex- 
cept to hope that they will not be 
put on the market. 

These are the personal opinions 
of two of us without the backing 
of scientific research.—GEorGE R. 
WARNER. 








Impacted Cuspid 


Q.—I am enclosing a roentgenogram 
of an impacted cuspid. I am consider- 
ing making dentures for this patient, a 
woman of 54. Should this tooth be re- 
moved before the dentures are made? 
She has never had any discomfort from 


it—W. J. S., New York. 


A.—The impacted cuspid 
shown in the roentgenogram en- 
closed with your letter is a menace 
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to the patient’s health and should 
be removed for that reason. More. 
over, it would be likely to cause 
discomfort under the denture.— 
GEORGE R. WARNER. 


Superoxol Treatment 
Q.—I should like to know if there js 


anything to use to bleach devitalized 
teeth besides pyrozone which js not 
available.—Z. C. B., Massachusetts. 

A.—We now use superoxol, a 
30 per cent preparation of hydro- 
gen dioxide. We find this fully as 
effective as pyrozone and it js 
much more stable.—Grorce R. 
WARNER. 


immediate Dentures 


Q.—How long should an immediate 
denture patient wait for permanent den- 


tures?——-M. T. M., Texas. 

A.—I do not speak of my imme- 
diate dentures as temporary to be 
replaced later by permanent den- 
tures. About one out of five of my 
immediate dentures are _ perma- 
nent so far as fit goes; or at least 
they have continued to fit the 
mouth for periods of from three 
to ten years without rebasing or 
remaking. 

If the mouth shrinks away from, 
instead of fitting itself to, the den- 
tures during the healing process, 
we either rebase the first set or 
make a duplicate new set. I tell my 
patients that some people can wear 
the same denture fitting for forty 
years and others need a rebase in 
six months; and some need a refit 
or new dentures every few years 
as long as they live. The differ- 
ence is in the patient’s tissue and 
bone metabolism, and has nothing 
to do with my workmanship or my 
responsibility—V. CLYDE SMED- 
LEY. 
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Vegetarian 


Q.—A patient of mine who is a vege- 
tarian has informed me that her physi- 
cian has warned her that the use of pro- 
caine, in ordinary dosages, might prove 
fatal to people on a strict vegetarian 
diet. 

Can you tell me if there is any basis 
for such a statement, and the pharma- 
cological reason for this fact, if true? 
How are such patients to be anesthe- 
tized locally ? 

| should appreciate your comments 
and advice.—M. S., New York. 

A.—So far as I know, there is 
no reason why a strict vegetarian 
should not tolerate procaine as 
well as anyone on a diet in which 
flesh protein is included. I find 
that procaine is used as an anes- 
thetic in the removal of tonsils for 
people on a vegetable diet and no 
untoward results have been re- 
ported. 

I should be most appreciative if 
you would consult the physician 
who has made the statement that 
procaine in the ordinary dosages 
might prove fatal to people on a 
strict vegetarian diet and find his 
reason for the  statement.— 
GeorcE R. WARNER. 


Severed Tissue 


Q.—In constructing full dentures it 
is sometimes necessary to detach tissue 
that is attached too near the top of the 
ridge. How do you keep the edges of 
this severed tissue from reuniting dur- 
ing the healing period?—R. M. B., 
Montana. 


A.—We take care of this situa- 
tion by making either a new den- 
ture or a rebase of the old one 
with borders well rounded and 
sufficiently extended. The high at- 
tachments are severed at the time 
the denture is inserted: and the 
patient is instructed to keep it in 
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and seated continuously, with the 
exception of brief intervals for 
cleaning, until healing is complete. 
—V. CLYDE SMEDLEY. 


Abraded Teeth 


().—I should appreciate your sugges- 
tion about a patient of mine 8 years of 
ave. Her centrals and laterals have 
abrasions, apparently an acid condi- 
tion as there is no sign of caries. | 
should like to know what to do at this . 
age. | might also mention that she is 
overweight.—E. S. Y., Pennsylvania. 

A.—It is difficult to account 
for the abrasion of which you 
speak as involving the centrals 
and laterals in an 8-year-old girl. 
lt seems highly improbable that a 
child of that age could have 
brushed her teeth enough to have 
abraded them. I think we will 
have to consider the condition one 
of enamel dyscrasia of some na- 
ture, the result of sucking oranges 
or lemons, rubbing the teeth with 
a slate pencil, or other abrasive 
substance. The foregoing exhausts 
my resources as to the condition 
or the cause of it—GegorcE R. 
WARNER. 


Pulp Stones 


(.—What is the cause of pulp stones 
in perfectly formed, non-carious teeth? 
—J. V. L., Iowa. 

A.—The cause of pulp stones is 
not known. Pulp nodules in dog’s 
teeth were produced by heavy 
doses of vitamin BD. How signifi- 
cant this experiment was I do not 
know. It is thought by some that 
pulp nodules form as a result of 
an inflammatory condition in the 
pulp, perhaps from a transitory 
bacteremia. This could occur in 
sound teeth—Gerorce R. War- 
NER. 
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Vincent's Infection 


Q.—Will you please recommend a 
treatment for Vincent’s infection?— 
G. M., New York. 

A.—The treatment of Vincent’s 
infection of the mouth may be by 
intramuscular injection, 25,000 
units every three hours until 
500,000 or more units have been 
given; by topical application, 
100,000 units of penicillin in 1 cc. 
of sterile distilled water and 20,- 
000 units applied on the carefully 
dried lesion. A dilute solution can 
be made by dissolving 75,000 
units of penicillin in 240 cc. of 





sterile water and the mouth 
sprayed from three to five times 
daily.° 


There is also a penicillin troche 
on the market now and the patient 
can hold one of these in his mouth 
constantly until dissolved and un- 
til the package of twelve is used. It 
must be remembered, however, 
that the usual thorough scaling, 
polishing, and home cleansing of 
the teeth must be carried out to 
bring the mouth back to good 
health GeorcE R. WARNER. 


interproximal Stains 


Q.—I shall appreciate any informa- 
tion you might be able to give me on 
the following condition: 

Two of my patients are sisters and 
both have a dark stain on the inter- 
proximal spaces of their teeth. 

The stain may be removed by clean- 
ing with pumice, but it reappears with- 
in a few weeks.—G. J. P., California. 

A.—Having had the question 
you ask propounded before, | 
have searched the literature with- 
out having found a satisfactory 
answer. I, too, have two sisters in 


2Schuessler, C. F.: et al: Penicillin in the Treat- 
ment of Vincent’s Infection, J.A.D.A. 32551 
(May) 1945. 
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my practice who, since teen age 
have had a dark stain on the lin. 
gual gingival margins of their 
teeth. They are healthy girls, do 
not use tobacco, and have a well. 
balanced diet. They married, one 
moved to New England and one to 
Texas; yet when they return peri- 
odically they have the same stain. 
although it is not quite as difficult. 
to remove as it was when they first 
came to me. Apparently these 
stains are the result of the way 
these people metabolize _ their 
food; an idiosyncrasy for which | 
have not been able to account— 
GEORGE R. WARNER. 


Erupting Teeth 


Having seen in ORAL Hyciene 
your reply with regard to the pain 
from erupting deciduous teeth, 
may I offer this suggestion? 

Incising the gingiva to assist the 
eruption of deciduous teeth is not 
only painful to the child but it is 
not as efficient as the use of tri- 
chloracetic acid (deloquescent), 
applied over the erupting teeth, 
with a small pledget of cotton. 
Have no excess as it is a caustic 
and causes sloughing where it 
touches. It limits its own action 
and only removes the layer of 
tough membrane. New, tender tis- 
sue follows through which the 
teeth erupt easily. 

An ounce bottle of crystals 
would last a lifetime. If the drug- 
gist has some that has already li- 
quified, that is satisfactory. Use it 
full strength. If the teeth do not 
then erupt, it may be used later 
again. 

At one of our dental conven- 
tions years ago, Doctor C. H. Fox, 


of Bakersfield, California, told us 
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about this acid and its use for 
erupting deciduous teeth. It will 
relieve pressure, stop pain, and is 
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harmless.—Frank S. Thornburg, 
D.D.S., 520 Parkway Building, 


Pasadena 1, California. 


SO YOU KNOW SOMETHING ABOUT DENTISTRY! 


Answers to Quiz XXIV 


(See page 1533 for questions) 


. Yes, as coloring agents. (Co- 
hen, Milton: Ceramics in Den- 
tistry, Lea & Febiger, 1940, 
page 16) 
. To test sensitivity and to help 
determine the presence of in- 
fectious tissue. (Thoma, K. 
H.: Oral Diagnosis and Treat- 
ment Planning, Saunders, 
1937, page 55) 
. Approximately three years. 
(Brauer, J. C.; Higley, L. B.; 
Boyd, J. D.: Dentistry for 
Children, Blakiston, 1939, 
page 40) 
. (d) Chloramine. (Accepted 


Dental Remedies, 10th Edi- 


tion, American Dental Asso- 
ciation, 1944, pages 176-177) 
. (b) reducing zone. (Skinner, 
E. W.: The Science of Dental 
Materials, 2nd Edition, Saun- 
ders, 1941, page 300) 

. Alloys usually of palladium, 
gold, silver, copper, and zinc, 
with a low gold content and a 
high percentage of silver and 
palladium. (Skinner, E. W.: 
The Science of Dental Mate- 
rials, 2nd Edition, Saunders, 
1941, page 241) 


7. A condition present when 


chronically inflamed apical 
periodontal membrane and al- 
veolar bone are transferred in- 
to granulation tissue. (Kron- 
feld, Rudolf: Histopathology 
of the Teeth and Their Sur- 
rounding Structures, 2nd Edi- 
tion, Lea & Febiger, 1939, 
page 181) 


. (b) five. (Kronfeld, Rudolf: 


Histopathology of the Teeth 
and Their Surrounding Struc- 
tures, 2nd Edition, Lea & Fe- 
biger, 1939, page 352) 


. A condition which results 


when the blood clot in a socket 
disintegrates within two or 
three days after extraction and 
the bony wall of the socket is 
exposed. (Kronfeld, Rudolf: 
Histopathology of the Teeth 
and Their Surrounding Struc- 
tures, 2nd Edition, Lea & Fe- 
biger, 1939, page 449) 


. Stripes parallel to the surface 


of the enamel resulting from 
poor calcification. (Orban, 
Balint: Oral Histology and 
Embryology, 2nd Edition, C.. 
V. Mosby, 1929, page 35) 
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EIGHT GUIDEPOSTS IN PRESENTING DENTURE SERVICE 


1. The initial meeting is extremely important. The first impression 
on the patient is indelible and the dentist’s attitude may determine his 
whole approach to the problem. The problem should be thoughtful, 
presented—why the patient needs dentures, and what he may expect. 

2. One should listen to the patient's story. He will feel much better 
and the dentist will know more about him. The patient should be ob- 
served as his actions may be more revealing than his words. There is no 
secret as to what people are like. We all have first-hand experience as 
to how people “work” by living with ourselves, and people differ 
mainly in degree, not in kind. Observation is not a matter of more time, 
necessarily, but of alertness and shrewdness. 

3. A competent, sensitive secretary may gather evidence that the 
patient is apprehensive, dissatisfied. being undermined by difficult 
relatives or in need of explanations. Clinics often use a social worker 
successfully for this purpose. allowing the patient to talk a few minutes 
each time. 

4. It is wise to get somewhat acquainted with the patient before 
making comments as to the length of treatment, total price, and réason- 
able expectations. He should be allowed to talk before he is told too 
much. Thus the dentist will not find himself promising unlimited service 
to a patient who will take advantage of him. A medical and dental 
history should be taken, and an effort should be made to determine 
what role the patient’s personality played in determining its course. 
Some dentists make it a practice to find out who the previous dentist 
was and why the patient left him, and, if possible, to obtain from that 
dentist information about the patient. 

5. It rarely pays to try to force or unduly persuade a patient to do 
anything, such as having dentures made. If one gives advice, with 
some explanations, and leaves it to him to decide, the patient will 
usually return to the dentist, and, if he does not, a difficult situation 
may have been avoided. 

6. The dentist should not let a patient force him into doing anything 
that he thinks unwise or unnecessary. lest he lose his own integrity and 
the patient think less of him and. in the long run, fail to be helped. 

7. Eliciting the cooperation of relatives is useful, as their help may be 
essential and their influence over the patient in the wrong direction 
may be detrimental. 

8. Rigid ideas about the extent and tempo of therapy cause trouble. 
. One needs to go slower and do less at a time with certain people, or to 
choose a simpler procedure even though it may not be scientifically the 
best. A perfect denture that will last fifteen years is useless to a person 
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436. As in all new things—MUCO-SEAL impression material has developed 





a few do's and don'ts. As follows: 


<—Don't take the impression with too stiff a mix. 


¥ —Do take the impression when it is in a soft flowing condition. 


< —Don't use the liquid if it is warm. 


¥—Do chill the liquid in cold water so that you have adequate 


working time. 


X—Don't take too long in pouring powder into the liquid. 

¥ —Do pour (not dump) powder in liquid quickly so that reaction 
occurs on all of powder at the same time. 

*<—Don't use a denture base of unknown stability. 

V¥ —Do use a denture base of known stability—such as JUSTI-TONE 
T-3. 

X—Don't use porcelain teeth and expect to maintain retention. 


¥—Do use acrylic CYCLO-MOLD teeth to assure maintenance of 
balanced occlusion, mirfimum alveolar absorption—lasting 


positive lower denture retention. 


Products with a Siugle Purpose - Getter Dentistry 
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who will not wear it or who suffers unduly mentally in doing so, One 
may let the patient or a responsible relative help in making such a com. 
promise. Removing all teeth at one time may be an unnecessary shock 
and slower stages may cost more, but be worth while in terms of 
satisfaction.—The Journal of the American Dental Association. 


CANCELLATION OF LICENSE 


Conviction for Assault Constitutes a Felony.—Consolidated Laws, chap. 
ter 16, article 49, section 1311, subdivision 12 (the Education Law) pro- 
vides in part that: 

A conviction of felony shall forfeit a license to practice dentistry, and. 
upon presentation to the department or a county clerk by any public of. 
ficer or officer of a dental society of a certified copy of a court record 
showing that a practitioner of dentistry has been convicted of felony, 
that fact shall be noted on the record of license and clerk’s register, and 
the license and registration shall be marked “canceled.” 

The petitioner, a licensed dentist, was indicted for assault in the first 
degree, a felony, and pleaded guilty. Pursuant to the law quoted, his 
license to practice dentistry was canceled. He then filed suit to annul the 
action of the defendant State Board of Dental Examiners. From an order 
confirming the revocation, the petitioner appealed to the Court of Ap- 
peals of New York. 

After the plea of guilty, sentence was suspended and the petitioner was 
placed on probation for five years. It was the petitioner’s contention that, 
since his sentence was suspended and he was placed on probation, he was 
not “convicted of a felony” within the meaning of those words as they are 
used in the Education Law. The court said that it had, on occasion, in- 
terpreted the word “conviction” to mean a verdict or plea of guilt. The 
word “convicted” or “conviction” is of equivocal meaning. It may mean 
the adjudication of guilt; it may mean that adjudication and the judg- 
ment or sentence. Continuing, the court said that in a disciplinary pro- 
ceeding against a member of a profession, where the latter confesses in 
open court by formal plea of guilt the commission of a felony, it seems 
to us that the legislature clearly intended such plea to constitute convic- 
tion of a felony, even though probation followed rather than commit- 
ment to prison. Accordingly, the action of the State Board of Dental 
Examiners in canceling the petitioner’s license to practice dentistry was 
afirmed.—Weinrib v. Beier, 64 N. E. (2d) 175 (N. Y., 1945)—The 
Journal of the American Medical Association. 
































@ Ready for use and low in 
st, J & J Professional Towels 


save you not only the initial 
xpense of -buying cloth Gohwenalfolren 
owels, but the bother and ex- | 


pense of sending them out for 











the patient to take home after 
extractions. Useful for many 


aundering. 
Patients prefer these soft, 
sanitary towels, and*they solve 
other purposes in the office— 
as napkins or wipes, for cleans- 


the problem of what to give 
ing and polishing equipment DENTAL DIVISION 





and instruments. Order from 
your dealer, Goluuenafoluuen 
, REW BRUNSWICK. N. JZ CHICAGO, ILL 
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FLUORINE PROJECT STARTED IN ILLINOIS 


ABOUT FOUR thousand Evanston, Illinois, children, 6 to 8 and 12 to 14, 
are having their teeth examined by representatives of the Zoller Me. 
morial Dental Clinic, headed by Doctor J. Roy Blayney, at the University 
of Chicago, and of the Illinois Department of Health, in preparation for 
the city’s experiment to determine whether the addition of fluorine to 
drinking water will reduce dental caries. Doctor Winston H. Tucker. 
Evanston Health Commissioner, stated that by early fall the preliminary 
examinations will be completed and the addition of fluorine begun. The 
tests will continue over a 15-year period. 

The examinations will produce a “base line” from which the effects 
of fluorine can be determined both on these children as they grow older 
and on other children reaching these age groups. In cities receiving their 
water supply from Lake Michigan, dental caries has been estimated to be 
nearly three times as prevalent as in towns where artesian well water is 
used. Dentists attribute the difference to the fluorine content of the water. 

The Evanston examinations will cover all children in the respective 
age groups and will include roentgenograms. A 99 per cent complete 
response has been received to questionnaires sent the parents of these 
children regarding background, diet. and other pertinent factors. 

The project is being financed by the City of Evanston, the University 
of Chicago, and the Illinois Department of Health. . 


WAR NERVES RESULT IN ORAL DISEASE 


Doctor W. WrEcNER, German dentist, recently expressed the belief that 
various diseases of the mouth are the direct result of mental or emo- 
tional strain such as that caused by bombing during the war, according 
to an Associated Press release from Berlin. 

“It has frequently been found that, as soon as the equilibrium of the 
soul of patients whose nerves were affected is restored, ailments -of the 
mouth, the gingivae, or the teeth ceased even without local treatment,” 
Doctor Wegner reported. 

The German dentist pointed out that too little attention was paid in 
prewar times to the influence of psychic instability upon the teeth. Doctor 
Robert S. Gilbert’s article, PsycHoceNic Factors 1n ORAL Disease, pub- 
lished in the June, 1946 issue of ORAL HycieEnE, furnishes a detailed ex- 
pression of this problem of emotional conflict as it affects the oral cavity. 
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FULL EFFECT! 


“Successful oral administration 
of penicillin may hinge on... 
relatively slow release of this 
drug....” * 


Oral infections yield rapidly— 
because slow-dissolving Pen-Troches 
keep the penicillin level high, right 
at the site of infection. Each troche 
lasts for two full hours, with no 
aromatic flavoring to tempt your 
patients to “tongue and chew.” 


More, Pen-Troches are massed 
without water—since water is 
“poison” to penicillin stability. 


*Hen-y Welch, Clifford W. Price, Velma L. 
Chandler, ].A.M.A. 128 712.845, July 21, 1945. 
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—T0 GIVE YOUR PATIENTS 





And to further protect stability, 
they’re sealed in moisture-proof, 
single-prescription vials. 


Specific in the treatment of Vin- 


cent’sand other penicillin-sensitive 
infections in contact with saliva. 


Cutter Laboratories, Berkeley, California 


Chicago - New York 
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The lady passed through the hotel 
lobby several times. Finally the polite 
airman stepped up to her and asked: 
“Pardon me, are you looking for any 
particular person?” 

“I’m satisfied,” she said, “if you are.” 


* 


A suspicious wife made a surprise 
call at her husband’s office. Encounter- 
ing his pretty secretary, she introduced 
herself and added: 

“I’m so glad to meet you, Miss Shape- 
ly. My husband has told me so little 
about you.” 


* 


Customer: “I want a close shave.” 

Barber: “You just had one.” 

Customer: “How’s zat?” 

Barber: “That big guy who walked 
in just as you took your hand off the 
manicurist’s knee is her husband.” 


* 


Topkick: “I’ve been informed that 
you were drunk last night and were 
seen pushing a wheelbarrow down Main 
Street.” 

Private: “That’s true.” 

Topkick: “And. where was I all that 
time?” 

Private: “In the wheelbarrow.” 


* 


While on his vacation, the zoo di- 
rector received the following note from 
his chief assistant: 

“Everything all right that 
monkey seems to be pining for a com- 
panion. What shall we do until you re- 
turn?” 


except 
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He held her in his arms and gazed 
into her sweet blue eyes. 

“What would you do if I tried tg 
kiss you?” he asked heavily, 

“Yell for father,” she quickly te. 
torted. 

He sprang away from her and gulped 
nervously. 

“Great Scott!” he cried. “I thought 
he was in India!” 

“That’s right, he is,” she sweetly re. 
plied. 


* 


He: “Why is it that the most impor 
tant men on the campus always get the 
prettiest girls?” 


She: “Why you conceited thing!” 


* 


A minister was trying to console ga 
man who had lost his wife: 

Minister (continuing kindly); “My 
brother, I know that this is a great sor 
row that has overtaken you, and though 
you are compelled to mourn the loss of 
this one, who has been your partner 
and companion in life, I will console 
you with the assurance that there is | 
another who sympathizes and seeks to 
embrace you in the arms of unfailing 
love.” 

Bereaved Husband 
“What's her name?” 


* 


“How did you and Bob ever come 
to marry?” 

“It’s the same old story. We started 
out to be good friends, and later we 
changed our minds.” 


(brightening): 




















A priceless asset of every “‘Lucitone” denture is 
the lifelike natural color maintained through the 
years! Carefully, we assure you of this asset—by our 
laboratory tests such as this sunray machine which 
concentrates years of exposure to light into a few hours. 


Other equipment is used to make sure the finished 
dentures will have exactly the right shades of natural 
color... to test the abrasion-resistance, the hardness, 
the tensile strength and many other properties that 
are vital to good dentures. 
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-is] Through scientific ‘‘know how,” we help 





the} you be certain of your patient’s satisfaction 


our! with acrylic dentures . . . when you specify 
ich} Du Pont ‘“Lucitone.”’ 

ITS. 

red 

ral “LUCITONE” is the trade mark of the 

i only methyl methacrylate resin denture 


base material completely processed by 
lat Du Pont. ‘‘Lucitone’’ distributed solely 
by the L. D. Caulk Company, Mil- 
ford, Delaware. 
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INTERCHANGEABLE FACINGS 


PERFECTLY NATURAL 
AMPLY STRONG AND SERVICEABLE 


READILY INTERCHANGEABLE * 


Highest esthetic standards require 
porcelain biting edges on all ante- 
rior restorations, fixed or removable. 








Helps clean teeth safely, 
pleasantly, effectively. 
Made with Squibb 
Milk of Magnesia. 


SQUIBB waMme YOu Cid Cettst 


_ ER. SQUIBB & SONS, N. Y.— MANUFACTURING CHEMISTS TO THE MEDICAL AND DENTAL PROFESSIONS SINCE 1858 








DEAD AND 


NOT-SO0- 


DEAD 


FALLACIES 





A STY, according to an old belief, 
should be treated by having it 
licked by a dog. When this treat- 
ment failed, the patient might try 
striking it nine times with a tom- 
cat’s tail, or rubbing it with a 
wedding ring. 





STILL WIDESPREAD among people of © 
this generation is the idea that — 
canned foods should be cooked, ~ 
This, of course, is not so—for, in ~ 
the canning process, foods are ™ 
thoroughly cooked. To serve, they ~ 
need only be heated and seasoned ~ 
to taste. ? 


AMERICAN CAN COMPANY 
NEW YORK + CHICAGO - SAN FRANCISCO 
NO OTHER CONTAINER PROTECTS LIKE THE CAN 
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use COE-TRANS for 
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REBASING and as 
temporary STOPPING — 


Here’s why— As a rebase material, COE-TRANS 


is stable, never brittle, easily added to, non-irritating, and 
pleasant to the taste. You mix and apply it as for denture 
impressions. Simply dry the denture base, apply mix in- 
side of flanges to crest of ridge and across postdam — but 
use none on vault proper. COE-TRANS will not change the 
bite, vertical dimension, or occlusion when above tech- 
nique is followed. 


As a temporary stopping, COE-TRANS is easier and safer 
to use than gutta percha. No chance of burning patient’s 
mouth; stays soft until placed; won’t crumble or drop out. 
Tastes pleasant, and eugenol content soothes sensitive cav- 
ities. Simply mix a small quantity, mold to shape, dry 
cavity, insert, and pack. 

All this, Doctor, is in addition to COE-TRANS as the ideal 
complete denture impression material. Order a unit from 
your dealer. 


A product of COE LABORATORIES, INC. 
CHICAGO 21, ILLINOIS 
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' once more demonstrate how et 


Material and Design” . 
Brushes conform to the “First Preference’ of the dental profe 


An itemized comparison of the professional specifications 
details of design with the actual measurements of the Py-co-pa’ 
clearly discloses the reason why Py-co-pay Brushes are recom 
dentists than any other tooth brush on the market. 


Items of 
Design 


Head Lengths 
Head Width 
Rows 
Row Lengths 
Tuft Spacing 
Tufts per Row 
Trim 
Tuft Length 
Over all Length 
Handle Length 
Handle Shape 


Official 
Preference 


1% inch 
¥% inch 
2 
l inch 
le inch 
6 


equal length 
V4 inch 
64 inch 
5 inch 
Straight 





The new complete line of Py-co-pay Tooth Brushes (now in all dru 5 
for your prescription) offers a choice of natural bristles and Nylon textures 
to meet the individual needs of your patients: 


Natural bristles ........... Nylon bristles medium 
Natural bristles ..............extrahard* Nylon bristles .......................... hard 


1. McCauley, H.B., Journal A.D.A., 33:283, March 1946. 


ng bristles are used in the new natural. 








Don’t let patients forget that teeth and 
gums need their daily exercise, too! 
And that functional chewing’s neces- 
sary to get teeth moving up and down 
in their sockets, exercising as Nature 
intended them to, “massaging” gums, 
promoting local circulation. 

Eating delicious, crunchy Nabisco 


Shredded Wheat is the pleasant, easy 
way to get your patients to chew food! 
For Nabisco Shredded Wheat’s full of 
good, natural wheat flavor—a breakfast 
everybody likes. 

For fun, flavor and functional chew- 
ing, suggest Nabisco Shredded Wheat, 
the original Niagara Falls product. 








THE CAVITY SEAL STILL UNIMPAIRED! 


why that is so—(35) 


Imagine the thrill of seeing a restoration 
made by you 57 years ago still intact and 
sound, doing yeoman’s service. Such was 
the satisfaction of Dr. T. A. Pope, Frank- 
lin, Tenn., who had made the restoration 
above for Dr. M. B. Carter. 


Needless to say, it was made of Gold Foil. 
Needless to say, too, there are definite 
reasons why Gold Foil, and only Gold 


Foil, can save a tooth so long. 


Fifth among them is that of its Virtual 
Constancy of Bulk. No alloy, no amalgam, 
no chemical compound — nor, like an In- 
lay, a composite — only a Gold Foil res- 
toration is free from all shrinkage and 


expansion due to reactions between com- 


COURTESY DR. M. B. CARTER 


ponent elements. And it’s free from al- 
terations thermally. When it is expanded 
by heat, the more elastic dentin yields; 
when it contracts, the dentin follows it 


back to position. 


If you would like information about this 
wonderful material regularly, simply 
mail the lower portion of this page 
with your card or letterhead to Morgan, 
Hastings & Co., 817-21 Filbert Street, 
Philadelphia 7, Pa.— Established 1820. 


GOLD FOIL 
*2e. for Solid, lasting 
*8tistaction, 











just a little saccharin goes © long woy! Being 
500 times sweeter than cane suger, © single 
tiny pellet of this “synthetic sugar” Is equal 
to two lumps of the ordinary variety. Its dis- 
covery in 1879 was on event of signal im- 
portance not only to mony brenches of in- 
dustry, but Pitt medicine, where, because 
it does not elevate the blood sugar, It wo 
able to make life more pleasant for diabetics. 














IN OBTAINING 
MORE END 





It was only a minute* amou 
to the time-tested 2°% Novocc 

. . . But that very little* mad@ a\iig difference . . . a difference 
so distinctive that it marked on e most important advances in 
local anesthesia since the synth Novocain itself. 

Dentists were at last able t e with those frequently en- 
countered operative cases whic so often made obvious the 
inadequacy of conventional 2% ons. Novocain-Pontocaine- 
Cobefrin had brought the deeper, 95h ger lasting, more persistent 
character of anesthesia necessary fay these cases. And it had done 
so without increasing either vasocoastrictor content or Novocain 
concentration . . . or perceptibly dé¢reasing patient toleration. 


“only fifteen one-hundredths (0.15) of one pe cent. 


: QNTOCAINE-COBEFRIN 
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ANTE 
COOK ANAITE 


170 Vorick Street, New York 13,N. Y. .  Lcboratories: Wheeling, W. Va. & Springville, N. Y. 






























No. 31 of a series 
of advertisements 
prepared to 
acquaint Dentists 
with the whys and 
wherefores of this 
extremely useful 
material. 
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The facts about Minimax Alloy 



















Love’s Labour’s Never Lost 


when you use Minimax Alloy 


When September comes, millions of 
Americans ‘“‘take-off”’ the first Monday 
and celebrate Labor Day .. . skilled 
craftsmen, white collar workers, trades- 
men all. Dentists, too, close up shop for 
the day, but their thoughts frequently 
dwell to Mrs. Jones’ x-rays, Mr. Smith’s 
silver filling and the labour of love they 
exerted in producing the restoration. 
Love’s labour’s never Lost when you 
use Minimax Alloy No. 178. For this 
definitely superior amalgam alloy com- 
plements your skill, assures long lasting, 
successful fillings with your preferred 


The MINIMAX Co. 


185 North Wabash Bldg., Chicago ], Ill. 


In5 oz. BOTTLES 


5 ozs. ..$1.70 per oz. 1 oz. .. $1.80 
= 10 ozs... 1.60 per oz. 5 ozs... 1.75 per oz. 
20 ozs... 1.55 per oz. 10 ozs... 1.65 per oz. 


Prices subject to change without notice 


technic under the usual conditions and 
variations that occur when you do the 
mixing, condensing and finishing. 

Minimax Alloy is scientifically fabri- 
cated to comply with A.D.A. Specifica- 
tions not only under carefully controlled 
laboratory testing procedures... but 
in your hands and when the cavity is 
large or small, easily accessible or diffi- 
cult to get at. For more than a quarter 
of a century alloy-wise critics have 
found Minimax a practical, dependable 
material. Specify ‘‘Minimax”’ the next 
time you buy alloy. 













‘In 1 oz. BOTTLES 








Complies with A.D.A. Specifications. No. 1 


_ Filings suitable for alloy-mercury gauges. 


ha LES 








For best results mortars and pestiles should be occasionally resurfaced. Over long periods, 
they wear smooth... become inefficient. As a convenience Minimax provides FREE with 


every bottle a handy envelope of Abrasive Resurfacing Powder. 
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CRATEX Wheels and Points 


Assortment No. 773 


$1.00 


For Dentists, 
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This Assortment No. 773 is made up especially to get you acquainted with CRATEX 
Wheels and Points, universally used all over the United States. Everything in the as- 
sortment can be used as it contains Coarse Grits, Medium Grits, Fine Grits and Extra 
Fine Grits. If your dealer does not have this Assortment No. 773 in stock, send us 
$1.00 and we will send you one postpaid. 


CRATEX MANUFACTURING CO., 91 Natoma St., San Francisco, Calif. 








OFFER IN PROFESSIONAL GARMENTS for DENTISTS 


WOOLF'S LAUNDRY-TEST GUARANTEED APPAREL — 


@ Assures you of ——¥ wearing Quality in Fabric, 
Design and Tailorin 

@ ASSURES you of cart befitting your professional 
DIGNITY and BEARING 

@ ASSURES you of the perfect comfort and ease of 

movements that are so essential in the application 

of your fine skill and technique. 





@ ASSURES you of the 

Sst LOW prices for the | MAIL THIS COUPON NOW | 
DENTAL OFFICE proves: | _ = 
D AL- Cc R - 

SIONAL APPAREL for | uw. wootr « co., 1nc.NO-RISK | 
yourself, your assistants 4 599 gs, ’ 

and your attendants. | ne S “= ae = TEST | 

Have your WOOLF-made | Chicago i, nois OFFER 

garments LAUNDERED, 


| 
after wearing them, BE- | 
FORE you commit’ your- l Please tell me, without Dmg 

















the full particulars of 
FULL a. BR Im | RISK" LAUNDRY-TEST GUARANTEE 
UNCONDITIONALLY | on Dental-Office Apparel, with illustra- | 
tions, full descriptions and prices. 
GUARANTEED! The trans- | | 
actions between you and us N 
are ALL at OUR risk. NO | Bn: « be 6d been ob O66 SU OURS4SUS CEA ON EO } 
RISK to YOU! 
i ONIN oo civ inwscncdssedeceisds castes: 
529 S. Franklin "St. 
Chicago 7, Illinois Ten: cadcodnccosesntesoneds eS 
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Large modern transport planes land their heavy loads easily, 
because the ground impact is smoothly absorbed by hydraulic 
landing gear and cushioning rubber tires. 

Wernet’s Powder, too—by providing a resilient cushion be- 
tween artificial dentures and tissue—absorbs the shock of 
biting loads under wide variations of pressure, particularly 
under the awkward manipulations of the new denture wearer. 


WERNET’S POWDER 


INSURES DENTURE STABILITY AND RETENTION 





- After the 
patient 





e After she leaves your office, will she 
take care of her teeth? It’s up to her to 
see that your hours of professional treat- 
ment are not in vain. You can help her 
by stressing correct brushing—and use 
of the correct tooth brush. Recommend 
the Tek Professional tooth brush—the 
picture on the right shows how Tek is 
designed to provide the quality and the 


scientific construction you demand. 


NEW BRUNSWICK. N. J. CHICAGO, ILL 


BRUSH 


A “DENTIST'S” brush 
from head to handle 


Brushing Head designed 
for ease of cleaning 
and proper gum mas- 
sage. Cleans even hard- 
to-reach teeth. 


Finest Nylon bristles. Two 
rows, six tufts each, 
uniformly serrated. 


Straight handle, with 
strengthened neck. 
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COMPARE YOUR CABINET 




















WITH THIS AMERICAN NO. 141-A ... 





DOES IT e Asstainless, unbreakable, grooved working surface? 
@ Concealed bottle rack with 16 bottles? 


HA VE @ Handy end boxes for small parts storage? 
® 18 noiseless, non-sticking drawers? 
? @ Each drawer sealed against dust? 
" @ 32 interchangeable glass trays? 


ee ee OH.9-46 | 
Please send your latest catalog. | 
(PAMERICAN PI. . wkanccesekabeadawewnswseweenwes | 
CABINET COMPANY * itll ccianiccrtsiiearisits tateiniaane aia | 
le 

Ny ” rte TWO RIVERS Pieccudestvedens beak DNOks USS 6c os 
Bas WISCONSIN ey pacer 7 





Div. of Hamilton Mig. Ca 































BLEEDING 
SUSPECTED? 


Why not take the precaution of 
administering 


CEANOTHYN 


—botanical derivative—safe 
—easy to administer (by 
mouth )—inexpensive. 


Ceanothyn helps control excessive 
capillary bleeding by. increasing 
blood coagulation. 


Many dentists make it a practice 
to use Ceanothyn prior to extraction 
or extensive instrumentation. 


Ceanothyn is an extract of Ceano- 
thus americanus, containing the al- 
kaloids in uniform solution (alcohol 
10% ). Supplied in convenient sizes 
for office use and on prescription. 


FLINT, EATON & COMPANY 


0) 2 Set) Se mee) |S), ei} 





To Keep Your 
Office Records 


For nine years this sim- 
plified, single-volume office record book 
has saved precious time for busy den. 
tists. It helps trim down expenses— 
avoids billing “mix-ups”— increases your 
income. Prepared just for dentists—no 
mis-fit records. Easy to use, fully recom. 
mended. Examine a copy yourself—only 
$6.50 complete, satisfaction guaranteed, 
Or send for free liter- 
ature, 


















— 


COLWELL PUBLISHING CO. 
260 University Ave, 


the Champaign, Il. 
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uide 
this your gulas 
svi X-RAY PROCESSING: 


Tue "dilute and develop” conven. 
ience of Urell Concentrated X-Ray Solv- 
tions can go a long way toward in- 
creasing efficiency in the darkroom. They 
require only addition of plain water for 
instant use, eliminating bothersome mix- 
ing operations, and produce radiographs 
of the highest quality without the usual processing problems. 
Urell Developer and Fixer are proved by years of continuous 
use in the radiograph field. With Urell Replenishers, develop- 
ing and fixing speeds hold uniform over long periods. Urell 
products ore guoranteed by the maker—the oldest many 
facturer of X-Ray Solutions in the United States. 


RELL CONCENTRATED LIQUID DEVELOPER 


} Quart Concentrate .....-ee05 pa. 
(makes one goalion) . 

4 Quorts Concentrate ...eceee- $3.35 
(makes four gallons) 

URELL CONCENTRATED LIQUID FIXER 

7 Quort Concentrote ....ceeee: $1 
(mokes one gallon) 

4 Quorts Concentrate .sccccecs $3.35 


(makes four gallons) 





Available through suppliers 


1414 WM VERMONT AVE. LOS ANGELES, CALIFORMIA 
























WHILE THE PROSTHESIS 


La beng Fre 


The problem of feeding the edentulous intake of metabolic requisites to ac- 
patient waiting for his prosthesis is ceptable levels. It provides biologi- 
readily solved when the diet is built cally adequate protein, readily utilized 
y around the delicious food drink made carbohydrate, highly emulsified far, 

by mixing Ovaltine with milk. This B complex and other vitamins includ- 
dietary supplement supplies a wealth ing ascorbic acid, and essential min- 
of essential nutrients in readily assimi- _ erals. Its delicious taste is enjoyed by 
wer. | lated form. Combined with other soft all patients and assures its being taken 
ii | foods such as bread, eggs, and pota- in the recommended amounts—three 
toes, it aids measurably in raising the — glassfuls daily. 


THE WANDER COMPANY, 360 N. MICHIGAN AVE., CHICAGO 1, ILL. 


Three servings daily of Ovaltine, each made of 
Y2 oz. of Ovaltine and 8 oz. of whole milk,* provide: 


Ls 00 gu pene dedwaht 669 ES 3000 1.U. 
PROTEIN no cevee dt Te oid ideas ohio 1.16 mg 
SE ae ¢ 31.5 Gm. RIBOFLAVIN ererem: | 
CARBOHYDRATE........... 64.8 Gm. SAE I SD 6.81 mg 
om ods ecceeews 1.12 Gm. I ca . 39.6 meg. 
PHOSPHORUS.............. 0.939 Gm. VITAMIN D........... .. 4171.0 
1RON is dit das de COPPER 0.50 meg 


*Based on average reported values for milk. 
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CLEAN THE MONA LISA WITH / @uéuc Cada ? 


Hardly! But the patient may unwittingly use a harsh 
kitchen cleanser on his priceless new denture, 
and thus ruin a work of dental art... unless the 
dentist recommends modern functionally de- 
signed cleansing aids. With Wernet’'s Dentu-Creme 
and Dr. Wernet’s Plate Brush, even the beautiful 
new acrylic resin denture materials may be 
safely and thoroughly cleaned without danger of 
abrasive damage. Dr. Wernet’s Plate Brush has 
wired-in bristles, divided tufts, and rigid handles, 


8 pease 
fr Sp Canning Yficsuncy ougyesl | femme 
“WERNET” 
DENTU-CREME 
AND PLATE BRUSH 











How “Pull-A-Tab” 
Simplifies 
Darkroom Work 













ie ~ 





It’s easy to open Du Pont “‘Pull- 
A-Tab” packets. Just “Pull-A- 
Tab”... and there’s your film: 





) 
































2. Pull tab until paper folder ys 1 
protecting film is almest . | 
free of lope. 
bie iaton. 3. Grasp edges of folder with 
thumb and fore-finger. Pull 





tab until film end folder are 

free of envelope. Film now 

ready for processing. 
Normal or high-speed; gross or two dozen 


packages are available through approved 


dental supply houses. Folder on request. 
E. 1. du Pont de Nemours & Co. (Inc.), 
Photo Products Department, Wilmington a 
98, Delaware. : 
BETTER THINGS FOR BETTER LIVING 


In Canada: Canadian Industries, Ltd. ooo THROUGH CHEMISTRY 
Listen to ‘‘CAVALCADE OF AMERICA’’— Monday Evenings — NBC 


. DU PONT DENTAL X-RAY FILM 






























IVORY MATRIX BANDS 


IVORY MATRIX BANDS were originally designed and improved to he 
used with IVORY MATRIX RETAINERS. 


IVORY MATRIX BANDS conform to the gingival, buccal and lingual 
margins of the tooth, restoring the tooth to its 
original shape in close contact with the adjoin- 


ing tooth. 


IVORY MATRIX BANDS are made with the same skill and precision as 
used on all IVORY DENTAL INSTRUMENTS. 


J. W. IVORY 


Manufacturer 
U. S. A. 
310-12 N. 16th St. ; ‘ Phila. 2, Pa. 














DIAMOND INSTRUMENTS For THE EXACTING DENTIST. 


——_ - *and Ex-Service Men — A New Idea! 
We want to make it immediately possible 
} for every practicing dentist and every 
uty ok a eo 5 ewes young man entering the profession to have 
wy vy Te eee nas 1-2 a bo as complete an assortment of Diamond In- 
iad struments as older, long-established den- 
tists. DIAMOND “R’ INSTRUMENTS are as 
fine tools as you — buy. Sold on uncon- 
™ “a . ditional money-back guarantee of Satisfac. 
Clear Lucite Case 71" x 212" x 2% tion. Made in all standard sizes and special 

Free with 4 or more tools. shapes to order. Write for our Special Offer. 
Holds 5 to 55 instruments with ease. * Service Men—it will pay you—many times 


over. Ask for catalog. Deglers Wanted. 


DIAMOND ® AGENCIES 1m w. vnen st. reat 1, cat. u.s.A 


& 

















The Dental Time Saver! 


CO-ORAL-ITE 


There’s no secret about the fast, 
accurate impressions dentists are 
making every day with this magic 
material. Surely CO-ORAL-ITE is 
the dentist time saver. Quick, easy 
to use; fast setting and accurate 
in impression making. 


Ask your dealer! 
CO-ORAL-ITE DENTAL MFG. CO. 


Santa Monica, Calif. 
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Continental Chemical Company 
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AILY MASSAGE with The Denticator is recognized 

as an integral part of gum treatment. Dentists agree 
that most cases of Gingivitis, Pyorrhea and Trench Mouth, 
require more than treatment in the office. Supplementary 
home care is usually indicated. By use of The Denticator, 
patients can carry through with your instructions for 
systematic gum massage. Your work at the chair, is thus 
augmented for more satisfactory results in these cases. 
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The Denticator Gum Massager is made with replaceable 
rubber cups and tips; same as used professionally by 
thousands of leading dentists. Lifetime handle is 734” 
long. Cups are of pure surgical-gum rubber; friendly to 
inflamed tissue. Vacuumatic massage-action is gentle, but 
positive. Pointed rubber tip is for stimulation between 
teeth, where most disease and decay begins. 


Recommended by members of American and 
California Academies of Periodontology. 


Sold by druggists and dental dealers at $1.00. You 
may have one FREE for personal use. Please make 
request on your professional stationery. 





E DENTICATOR CO., 1055 MISSION ST., SAN FRANCISCO 1, CALIF. 






Manufacturers @ Distributors @ Exporters 
Prophylactic Dental Specialties 
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SHOWN 


ICLUSIVELY 


S GOVERNED 


BY THE 
LAWS 
OF 
HEREDITY 
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“Family Traits’ are so obvious it would be 
difficult to overlook them. Hence, ages before 
genetics became a science, a proverb—’'The 
apple falls not far from the tree’’ recorded 
the phenomenon of heredity. 

So, characteristics of teeth and their ar- 
rangement in the dentition are known to be 
inherited from one generation to another. 
Where no other record is available, nature 
thus provides a “‘living’’ model for scientific 
selection of teeth in edentulous cases. 

The dentition of a brother, sister, child or 
grandchild presents the most probable pat- 
tern of labial characteristics. 

How do Five-Phase Anteriors help to facili- 
tate such a procedure? Instead of the usual 
“fixed patterns’, Five-Phase Anteriors pro- 
vide: 1. Varied labial surfaces characteristic 
of natural teeth. 2. Co-acting proximal con- 
tacts—for easiest set-up and transposition 
of laterals. 3. Veri-chrome colors—following 
nature’s. plan of controlled brilliance. .. . 
PLUS simplified color matching. 4. Superior 
porcelain—simulating natural tooth structure 
in depth, refraction and translucency. 5. Co- 
ordinate size system—for easier selection. 

In short, Five-Phase Anteriors are distinc- 
tive in that they possess the lifelike individu- 
ality of natural teeth . . . the only means by 
which all the living characteristics of the 
patients’ teeth may be reproduced in the 
artificial denture. * ~ ** *** * * 









MADE tn 
Neri- 


COLORS OF 
CONTROLLED 
| BRILLIANCE 








BE SURE TO SPECIFY WITH THE 
VERI-CHROME COLOR GUIDE 
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True Esthetics in the Art of Prosthetic Dentistry 


the closest possible te the original, natural denture that your arti. 


qualify for the age and appearance of the patient. The meticulous 
care you exercise in the preparation of the mouth for the insertion 
of esthetic restorations, the seleetion of the type of applianee, 


correct molds and shading, are all a part of your artistic practice, 


Ten years ago, we presented to the dental profession 








This outstanding chrome cobalt alloy is now universally used in 


east restorations, 


Durallium possesses these twelve points of advantage: 


1. Lighter 

2. Stronger 

Casts to Precision 
4. acid Resistant 

.. * Abrasion Proof 


we 


6. Kesists Corque 

7. Colerated by Oral Cissue 
§. Will not Discolor 

9. Additions may be Soldered 
10. Permanent Beautiful Lustre 
{f. Less Galvanic Action 

No Metallic Caste 


True esthetics in the ari of prosthetic dentistry means primarily ~ 


ficial creation replaces. The artificial partial or full denture must 








—- . + ++ meee 
















In 1946, ten years later, Durallium now presents the second of the 
greatest developments of this cen tury in the progress of prosthetic 
dentistry. 





cast of 
porcelain 


esigned to match Nature in “‘teeth beauty” and engineered to > 
g gs, pee 
give the greatest strength and longest artificial tooth service. 


These ten points are exclusive to the most advanced step eer 
ficial teeth history. 


Pinless 

. Positive Ketention 

Hardest and Coughest 

Do not sliver or chip 

High lingual comfort 

Beautiful in hue 

Most natural in appearance 

Desirable selection of shades and molds 
Short bite strength against leverage 
Natural translucency 
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There is a blue dot on each Céramicast tooth. 


Service, patient-comfort and satisfaction in addition to the most natural beauty 
in appearance and a translucency that literally defies detection as artificial. 
CERAMICAST TEETH being pinless. assure strength because the weakness 
around the pin is climinated. 


A complete stoch of CERAMEPCAST TEETH in all desirable shades and molds 


is available through Durallium qualified laboratories. 


There is a Durallinm qualified laboratory near. ready to service your needs in 


both, DURALLAUM cast restorations and CERAMICAST TEETH. 


DURALLIUM PRODUCTS CORPORATION 


225 N. WABASH AVE. CHICAGO 1, ILL. 

































PRACTICAL TRANSPARENT CAS! 
AT NO CHARGE WITH ANY SIX 
PREMIER RED DOT DIAMOND IN 
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PREMIER DENTAL PRODUCTS 
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wil This beautiful plastic cabinet holds 50 RA and HP 
na Diamond Instruments in a most convenient, compact 
| arrangement. 
p- The transparent cover fits into the bottom of the 
=| cream white tray for convenience on bracket table. 
During the period of the ‘Special Offer’’, the case 
will be furnished without charge with each order 
for any six Premier Red Dot Diamond Instruments. 
The quality of these instruments identified by the 
Red Dot is undoubtedly known to you. We therefore 
suggest that you take advantage of the opportunity 
to get this practical case to keep your diamond in- 
struments safely—conveniently. 


eved dot.../ ee 


the finest diamond instruments! 


~ 
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STRALIT «© COME-A-PART CONTRA ANGLES « Phila. 7, PA. 
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Overall size 16” x 7” x 9” of 


hard rubber; 3 compartments 








3-in-1 x Developing Tanks 


SENSATIONAL 


NEW LOW PRICE! 


If your present tank is about “shot” 
- + » if you intend to get a new one 
even far in the future , , , it will 
pay you to buy this developing 
tank now, and store it! 


In every way, “the buy of a life. 
time.’” Easily worth $9.95, 


Sent prepaid anywhere in U.S.A 
while they last, at low ve 


price of only $995 


(less hangers) 


If you can use a smaller tank of 
same quality . . . 104%" x7” x 7%" 


high, also 3 compartments, 
we will ship prepaid any- $} 45 


where in U.S. for only 


Both of above tanks were built to exacting government speci- 
fications, solidly constructed with reinforced corners and 
ribbed bottom for extra strength. ORDER TO-DAY, 


The MOSTOW Co. 


540 N. LA SALLE ST., CHICAGO 10, ILL. 























THE DEWEY 
SCHOOL OF 
ORTHODONTIA 


founded in 1911 by Martin Dewey, D.D.S., M.D. 


(Authorized by The Board of Regents of 
the University of the State of New York.) 



















Sessions held at inter- 
vals throughout the 


New York City. 














San Francisco 7, Calif. 


WESGO TYPE 10 
FURNACE 


year. Date of next ses- Designed and built to a quality 
cri 3 rather than price standard, the 
sion on application. Wesgo Type 10 Furnace will give 
“—_* years of EFFICIENT TROUBLE- 

Classes limited. FREE SERVICE. Its 4 x 4% x 6” 
muffle will accommodate the lar- 

e gest flask commonly used. Temper- 


atures up to 2000° F. available, For 
more complete information see 


For further information write The Dewey your dealer or write. 
School of Orthodontia, 17 Park Avenue, Western Gold and Platinum Works 


589 Bryant St. 





























crOSS SECTION SHOWING HOW 
STIM-U-DENTS FORM A PERFECT FIT 
IN THE INTERPROXIMAL SPACES. 











HERES WHY 


sTIM-U-D 












MAGNIFIED CROSS SECTION § 
OF STIM-U-DENTS SHOWING 
POROUS, 

STRUCTURE. 


ENTS 


COMPRESSIBLE 


ARE SO EFFECTIVE 


BECAUSE: When moistened, STIM-U-DENTS, BY REASON 
OF THEIR COMPRESSIBILITY, form a perfect fit in the 
teeth spaces not reached by the toothbrush. 


When gently moved back and forth they produce a 
highly efficient massaging action which thousands of 
dentists “swear by” for promoting healthy gum tissue 
and also rendering an invaluable aid in their treatment 
of PYORRHEA and GINGIVITIS. 


Simultaneously, the contacted teeth surfaces are cleaned 
and polished, food particles that cause BAD BREATH 
and DECAY are removed, and cervical borders of fillings 
and crowns are rendered bright and clean and far less 
likely to recurrence of decay. 


Don’t overlook STIM-U-DENTS! ASK FOR SAMPLES 
today, the results are most convincing; or, better still, 
mail coupon and obtain our Professional Courtesy Pack- 
age containing 100 Special packets for only $1.00 
postpaid. 


Keep Your Patients 
Thinking of You. 








Stim - U - Dents also 

make excellent 

wedges in inlays and 
other procedures. 


PROFESSIONAL COURTESY PACKAGE (This offer confined to members of the profession only.) 


STIM-U-DENT, INC. 
54 Alfred St., Detroit 1, Mich. Dr. 
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Enclosed find $1. Send me pro- . 
fessional Courtesy Package, contain. Street and No. 





ing 100 Special Packets (like cut) - 
designed exclusively for dentists. City 


State 





Druggist’s Name 








Address 











































This kind of arithmetic 
may put Johnny through college 


Here’s how it works out: And those Bonds may very well be 

the means of helping you educate your 

$3 put into U.S. Savings Bonds to- children as you'd like to have them 

day will bring back $4in 10 years. educated. 

Another $3 will bring back an- So keep on buying Savings Bonds— 

other $4. cen a bom ae pont, sp Or 

the way that millions have found easi- 

So it’s —-* right to soure that 3 ost an surest—through Payroll Sav- 
ps 3 a -~ —_— eco a ings. Hold on to all you’ve — 

P ~ You’ll be mighty glad you did. 


It will. ..in U.S. Savings Bonds. 10 years from now! 


SAVE THE EASY WAY...BUY YOUR BONDS THROUGH PAYROLL SAVINGS 


Contributed by this magazine in cooperation 
with the Magazine Publishers of America as a public service 





Publicity that will 
help you, Doctor! 








On the radio—the 35,000,000 listeners of the Bob Hope 
Show are counseled, “See your dentist twice a year!” This 
slogan, originated by Pepsodent 18 years ago, is always 
featured on the No. 1 program of the air. 


In magazines — Pepsodent ads give a prominent place to 
the slogan “See your dentist twice a year!” 


In Sunday newspapers—with ads reaching 62,000,000 peo- 
ple, Pepsodent tells the story of modern dental accomplish- 
ments in straightening teeth, recapping defective teeth, fitting 
bridges . . . urges your patients to seek professional care! 


Through the years—Pepsodent has sought to serve the dental 
profession and the public...convinced that its own progress 
is linked with the dental welfare of the nation. 


Cepsodent rivor OF LEVER BROTHERS COMPANY 


PEPSODENT TOOTH PASTE - PEPSODENT TOOTH POWDER 
PEPSODENT TOOTH BRUSH ° PEPSODENT ANTISEPTIC 














% Dependable Quality 
in a Prepared CLEANSER 


Sterodent Cleanser is skillfully prepared to an 
exacting formula, using six beinieall powders. Stero. 
dent cleans and polishes in one time-saving operation 
holding to the brush, without flying or spattering. 
Patients find it refreshing to the taste. 


Oraclenz, its companion product, strips teeth of 
mucine with a pleasant, quick mouth rinse, prior to 
application of Sterodent. 


Thousands of Dental Offices use Sterodent and Oraclenz 


Use STERODENT 


with ORACLENZ Coagulent MOUTH RINSE 


Order Today from your Dealer 
STERILE PRODUCTS CO. SAN DIEGO 1, CALIF. 














: | 
ip Get a Free BS Polisher | ’ MILLER‘S 


without obligation ELECTRIC HANDPIECE 


In order to introduce you to the 
efficiency, smoothness, coo!ness FOR BETTER 
and comfort of this soft, flexible PROSTHETIC DENTISTRY 
rubber polisher, we will send “ Save your handpiece 
you one absolutely free—without ys for oral work 
obligation, Use the coupon below. | a 
= ee ee ee : afl 
Young Dental Mfg. Co., St. Louis 8, Mo. | eg ae Bre 
ee oe bligation ilies dials al i. thousands of dentists and 
iinoeu Fy opr Oo sene o Oo ’ Te , , hafinins 
your B S POLISHERS — ABSOLUTELY «i sabenapety Wee 
FREE, itn ae Ask your Dealer 


for demonstration. 





Lightweight, portable, the 


Send for ; 
ADDRESS Catalog CHICAGO WHEEL & MFG. CO. 
9 eee 1101 W. Monroe St., Dept. OH, Chicago 7, Ill. 




















MAINTAINS ACCURATE CONTROL 
AUTOMATICALLY [ia 


Easy to operate for: Never before has this large- 
Q furnace automatic control been 

@ Tempering available in a laboratory fur- 
@ Annealing nace. It’s startling! It’s un- 





jminati equaled! Any desired tempera- 
© Wax Elmination ture in the furnace range can 
HUPPERT be set and automatically main- 


tained with accuracy.  I.D. 
MODEL 2 DELUXE = 414" x 354” x 41”. 115 AC. 


4 00 operation. Heat range 325° to 
75° 1600° F. Ask for catalog on 


larger furnaces. 


K. H. HUPPERT CO. °%43.Settses, creed 
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THE 


| YATES 
VIBRATOR 
| a Powerful MACHINE 
WITH FINGER™ 


‘.% See Oe 
av ie 
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NGINEERED 
0 GIVE A 


IFETIME OF The best practice today calls for the use of a vibrator in making both 
models and investments. And here is the BEST of Vibrators . . . sturdy 
SERVICE and powerful enough to handle the largest cases—yet so delicately ad- 
justable that it cannot damage the most fragile pattern or impression. 





Silent, efficient, dependable—it will give you dense, smooth invest- 
ments, and assure you of perfect reproduction of the tiniest details. 

Its rheostatic control provides any desired intensity of vibration, 
from a faint murmur to a definite throb. Its table surface, over twice 
the ordinary size, enables you to vibrate several cases at a time. Its 
beautiful design and substantial construction make it an impressive 


addition to your workbench. 
5 50 For 110V. 50-60 Cycle AC Current, complete with rheostat, and ready to use. 





DENTAL MFG. CO. 


340 W. Huron St. Chicago 10, Ill 


J. 








TAKE YOUR SNAP IMPRESSIONS 


IN LEE SMITH 
CERTIFIED IMPRESSION COMPOUND 


& 
2, 
“FOLLOW THROUGH 





Dentistry, like golf, depends considerably on “follow through” for 
perfection. In denture processing, for instance, the best snap impression 
that can be taken is only the beginning of a perfect-fitting denture. 
The original impression needs refinement through the use of a cor- 
rective. It needs KREX. Krex is easy to use, provides an accurate im- 
pression of tissue irregularities, eliminates impression faults before 
the denture is processed. 


Granted, you cam make a denture without the use of an impression 
corrective. You can also go around the golf course without once “‘fol- 
lowing through” on a hit—but your reputation as a golfer won’t be 
worth much when you finish. 


Professional reputation is at stake, too, every time you process a den- 
ture. Play it safe by using Krex, either in the snap impression or the 
final try-in. 


Order Krex from your dealer today and be sure your “follow 
through” is right. 





FOR PERFECT-FITTING D 


ea ctgel ' 








Have you tried IMPROVED BITE- | 
WING TABS? ... your dealer has | 


them 
Why not make it standard procedure to 


use IMPROVED BITE-WING TABS on 
every film? Then you'll disclose all the 
cavities the first time and your patient will 
be better satisfied. 

It’s easy ... it’s economical. Box of 100 
only $1.00. Order from your dealer now. 


PITTSBURGH SPECIALTY CO. 
524 Federal St. 


Pittsburgh 12, Pa. | 


GENUINE 
SIGNS and 
TABLETS 
OT 
EXPENSIVE 
Made of Solid Bronze: 
beautiful, bright, raised let- 
ters on a rich, idized, ‘‘choco- 
Tate” color background. Requires no at- 
tention; cannot break, fade or be mutilated: 
lasts forever. The sign that is in keeping with the 
dignity of the profession. Give size and wording for 
SPECIAL LOW PRICE. 
“Bronze Tablet Headquarters”’ 


UNITED STATES BRONZE SIGN CO., Inc. 
570 Broadway, New York 12, N. Y. 


Not Just Appaeratus™— 
YEARS-LONG X-RAY SERVICE! 
| 
| It takes quality apparatus | 
paratus that gives passable 
service for a while is easy to 
build. Apparatus that delivers 
fine, trouble-free performance, 
year after year, is more than 
mine of adequate x-ray service. FISCHER- 
built apparatus gives users full and con- 
tinuous satisfaction. 
Let us send you facts. No obliga- 
tion. Ask for large, 2-color folder 


to give quality service. Ap- 
just equipment—it is an inexhaustible 
on FISCHER Dental X-ray Apparatus. 


H. G. FISCHER & CO. 


2323-2345 Wabansia Avenue 
CHICAGO 47, ILLINOIS 
































If you have been losing valuable operative time because 
your present methods of instrument disinfection make “ 
frequent resharpening necessary, try Metaphen Dis- 
infecting Solution, which is designed for cold disinfection 
with a minimum of attention. Metaphen Disinfecting 
Solution does not pit or dull cutting edges, injure the temper 
or finish and does not leave a sticky coating. It can be relied upon 
in the absence of much blood and exudate to kill common non- 
sporulating pathogenic bacteria (except tubercle bacilli) in less 
than 10 minutes. Furthermore, when the instruments are removed 
from the disinfectant they are ready for immediate use without 
rinsing or drying, as the solution is nontoxic and free from offensive 
odors. When the instruments are cleaned before immersion, the solution 
remains clear, stable and effective over a period of many months. If 
you wish to enjoy these advantages in your practice, order Metaphen 
Disinfecting Solution now from your pharmacy. It comes in 1-quart 
and 1-gallon bottles. ABBotr LaBoratoriEs, North Chicago, IIl. 


Metaphen* Disinfecting Solution 


REG. U. S. PAT. OFF. 


*(4-Nitro-anhydro-hydroxy-mercury-orthocresol, Abbott) | 


Accepled by the Council on Dental Therapeutics of the American Dental Association 





o natural-looking are restorations with 

America’s pioneer enameloid acrylic — 
Fa\@) 90 07.0 0 eeenact-lamnor-lal-tolcme-lucm estat l(ctemmcaier 
the results. The combination of your skill, the 
perfect blending made possible with ACRALAIN 
and the exclusive Acralain pressure injection 
technique“ make for the very finest of restora- 
tions... jacket crowns, inlays, veneer facings. 
pontics, etc., etc. 


This exclusive angection technique makes possible casting 
infa regular molds under continuous controlled pressure 
Fintshed restorations are harder, denser, TOM Promos and 


Lae ie 


= 








ACRALAIN 1s available in 12 shades, providing 
‘full range to harmonize with natural teeth. It 1s 
lense. strong and long-lasting; it 1s available in 
oremixed shades to duplicate the shading systems 
{f New Hue, Verichrome and Myerson teeth. 


Write for descriptive literature ... or order an 
economy-priced unit through your dealer. 


PRALITE CO. INC. - 230 WEST 41st STREET +» NEW YORK 18, N. Y. 







STAR DENT 
Prestoform Powder / #aeui 


GIVES CLEAR, ACCURATE, ELASTIC 


ONE-PIECE IMPRESSIONS 
.-e « for Bridges and Partial and Full Dentures. 


[we Faithfully reproduces every anatomical detail. Easy to 
Use. Quick to Form. Has a Pleasant Flavor... 12 Full Units 
to the Box. Priced Singly, $4.00; 3 to 11 Boxes, $3.75 each; 
12 Boxes or More, $3.50 each. 


ORDER THROUGH YOUR DENTAL SUPPLY DEALER 


STAR DENTAL 


MANUFACTURING CO., INC. 
PHILADELPHIA, PENNSYLVANIA 


STAR DENTAL 





SAVES TEETH * CHECKS DECAY 


Dr. Cornish tooth powder with vitamin D and Fluoride checks decay in most small tooth cavities. 
Stops most cases of gum bleeding within two weeks. Traces of fluoride in the drinking water have 
largely prevented tooth decay in Deaf Smith County, Texas. 


2 oz. 30 From your druggist or direct , 4 on. 5bc 
Literature and sample mailed on request 


CORNISH LABORATORIES, 743 Dwight Way, Berkeley 2, Calif. 


1000. =r | 1.208 == 














Thermographed on the $ 95 Billheads or envelopes ¢ 95 
Any Quality Parchment 5 ° 9 on Hammermill 3 . 
eeeeeeeeeeeeeeeneeeee on eeeeeeeneeeeeseeeeeeneeeneene 


Samples on Request 











~\~ Keeps hands soft and smooth. Avoids 
Heid Conttone\ » | chapping and cracking of skin. Applicator 
a ll in bottle top. Not sticky or greasy. Will not 





stain clothing. For home and office use. 
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FOR THE BENEFITS OBTAINED FROM 


Vitamin —— 


. Ir has repeatedly been demonstrated that vitamin de- 
ficiencies are manifested by a variety of symptoms. Not 
only the telltale superficial structures but deep organs 
may be involved, especially in severe cases. 











When the gums, lips, tongue or mucous membranes of 
the mouth are particularly affected it is well to consider 
the beneficial effects which can be secured from the ad- 
ministration of a potent vitamin B complex preparation. 


Betaplexin is a logical and dependable combination of 
the well known members of the B complex group: vita- 
mins B, (thiamine hydrochloride), B, (riboflavin), 
B, (pyridoxine), niacinamide (nicotinic acid), and the 
filtrate factor (pantothenic acid). Betaplexin also con- 
tains associated factors, including biotin, choline, inositol 
and para-aminobenzoic acid. 


SETAPLEXIN IS AVAILABLE IN VARIOUS CONVENIENT FORMS 








elizrtr + sgrup - tablets - cafsuies 



































BETAPLEXIN 


Trademark Reg. U.S. Pat. Off. & Canada 
Brand of VITAMIN B COMPLEX == 
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WINTHROP CHEMICAL. COMPANY, INC. 


Phormacevticals of merit for the dentist 
NEW YORK 13, N. Y. WINDSOR, ONT. 
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BAKER & CO... INC. 
Pi) wn) ey he a ee 


} 
30 Church St. oo East Washington St. 760 Market vl 
Wow Vork 7 Chicago 2 San Francise® © «; 
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THE NEW 


“X-RAY MOUNT 
ARC VIEW mounts 


“dre Black Celluloid 
‘Has No Light Glare 
| Saves Eye Strain 


Has the effect of a continuous 
OCA 


Genes Time Blacking Out Films 
Available In All Popular Sizes 

lee From Your Dealer Or Write To 
REENE DENTAL PRODUCTS 
4 6226 Wilshire Blvd. 

10S ANGELES 36, CALIFORNIA 

_ Send For Free Sample 





ANDPIECES 


1 pletely RE-BUILT 


rd 
v4 
—_— 

= 
coed 
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NEW! 


if you want a new 
handpiece at a frac- 
tion of its original 
cost send those old 
wobbly ones to us. 
q We will remove all 

s, start in with the empty housing and build 
mpletely. All new parts and bearings are lapped 
/& micrometer fit . . . just like we did for the 
‘Army. dust like NEW for smooth, silent opera- 
‘Do more pain-free work and in less time. We 
itionally guarantee Mullen Re-Built jobs for 
ory Service.’’ Straight handpieces $9.00. 


BURS RE-GROUND 
Marantee your Burs to give same service as new. 
we we sort and select only those that can be 
ma to meet our exacting specifications. The same 
is used on your burs as we used in regrinding 
He the U. S. Navy. For smooth, fast-cutting 
mail Yours Today. $3.50 per gross. (Introductory 
mi r BROS 153 West 69th St. 
. Chicago 21 L. 


’ 





DR. BUTLER 
BRUSHES 


Naturel 
Bristle 


can now be supplied in the follow- 


ing textures: 


Medium Bleached 
Hard Bleached 
Extra Hard 
Bleached 
Hard Unbleached 
Black 
Extra Hard Un- 
bleached Black 
Those members of 
the profession in- 
terested in natural 
bristle will be 
pleased to learn 
that this particular 
bristle is, in our 
opinion, the equal 
of pre-war bristle. 


Make Your Own 
Comparison 

Send 40c for 
two adult 
brushes— 
then compare 
with other 
brushes! 


% 


SEND COUPON TODAY! 


JOHN O. BUTLER CO. OH 
7600 Cottage Grove Ave., Chicago 19, Ill. 


I enclose 40c for two brushes. Send me 
NATURAL BRISTLE 
[) Medium Bleached 


[} Hard Bleached 


() Extra Hd. Bleached — 
(} Hard Unbleached UC) Extra 
Black Blea 


(} Extra Hard Un- 


bleached Black 


City & State 


9-46 


SYNTHETIC 
[] Me. Bleached 
Cj) Hard Bleached 


Hard 
ched 


me cman Re tee me 





RIP ERUENCE CANE 
Wik ELAWIE WP FOR 























ips BOUGET, BUT >> 
aus 


THE YEARS OF EXPERIENCE THAT CULMINATED IN THE 


PERFECTION OF TICONIUM AND THE TICONIUM 
TECHNIQUE CAN BE YOURS. WHEN YOU SPECIFY 
TICONIUM -- YOU GET ACCURACY, BEAUTY, LIGHTNESS 
AND STRENGTH, PLUS -- THE; EXPERIENCE THAT COMES 
ONLY WITH YEARS OF RESEARCH RESULTING IN THAT 
ADDED VALUE KNOWN AS "QUALITY." 
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TICONTUM 


413 North Pearl Street, Albany 1, N.Y. 
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COUNTERACTS 
ODORS IN YOUR 
OFFICE. COSTS 
ONLY $1.50 


GET airxkem 
CHLOROPHYLL AIR 
FRESHENER FROM 

YOUR: DEALER 


CALAWEX CO. 
500 Fifth Ave. 
New York 18, N. Y. 







































LANG ELASTIC 
IMPRESSION POWDER 





ACCURACY 


MOVEMENT OF LESS THAN 
1/1,000THS OF AN INCH PER INCH 
ON ALL BATCHES TESTED. 


WORKING TIME 


Ample working time made available 
for correct mixing, packing into tray, 
smoothing with wet fingers, and in- 
serting tray in patient’s mouth. 


SMOOTH MODELS 


Models poured into Lang Elastic Im- 
pressions are clean cut, extremely 
smooth, and ACCURATE. 


ECONOMY 


THERE ARE EIGHTEEN (18) FULL 
UNITS IN EACH BOX. 


Priced @ $4.50 per box, of 18 FULL 
UNITS. 3 boxes @ $12.75. 


Sold Only by Authorized Dealers. 


LANG DENTAL 
MANUFACTURING CO. 
828 MONTROSE AVENUE 
CHICAGO 13, ILL. 


Other Lang Products: 
White Beauty Alloy. 
Lang Dental Crown, Bridge & Inlay Cement. 


‘Lang Acrylic Denture Material (All Certified to 
A. 


D.A. 
Lang Everlasting Reliner. 
GRR RRs RRR RR eR DRAD RRTNOANE NAP IRR ESAT 











YOUR STERILIZER IS IT'S A Castle 90"... AND 
IT WORKS EVEN BETTER 
VERY ATTRACTIVE THAN IT LOOKS / 


LIGHTS AND STERILIZERS 





One Dentist 
Tells Another— 


xe 

\\ Because I have found SILV-0-DENT 
an invaluable aid in my practice, | 
never lose an opportunity to tell my 


D. 0.5. triends about it. In soothing 
and saving dental pulp... 


-sit¥(}DEW- 


OXY-EUGENOL SILVER 
NCACHUCR CIC ENUMH aCe! 
practice for pulp conservation. Sets 
hard in 4 to 7 minutes to make a real 
foundation under amalgam or inlay. 
~s 


SILV-O-DENT is non-irritating : 
and can be placed in direct. > 
apposition with pulp for in- 


hibition of caries. - 


*SILV-6-DENT for posterior teeth 
HYDR-O-DEWNT for anterior teeth 


Senc Coupon for FREE Technique Book! 
THE SILV-O-DENT COMPANY 


1706 M.E. Alberta $t., Pettiand 11, Oregon 


Send me a copy of your FREE BOOKLET 
about Silv-O-dent and Hydr-O-dent Ory- 
eugenol cements. 


Dr. scaipnieeninanatats 


ee eee 
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With Caduceus 


PHYSICIAN’S TIE CLASP 
Emblem in Gold . 


Postpaid =~ 
$2.00 inci. Tax 
24 kt. gold plated, 234” long. Order today! 
Money-back guarantee. Sent C.0.D. if desired. 


Caduceus Lapel Button 
%” high. Choice of sterling sil- 
ver or gold-plated. $1.50  post- 
paid. Fed. tax incl. Order today! 


Mark Ezra Co., Dept. D 
1128 Book Bidg., Detroit 26, Mich. 


PARCEL POST PREPAID 
Cast, solid bronze signs, drilled with screws 


PH, -her ES ; 28 


3” x 12”—$6.50, 3” x 14”—$7.60, 3” x 16” 
—$8.70. Add $1 for each additional line. 
CHECK MUST ACCOMPANY ORDER 

- Ask for prices of other sizes. 
Also: “‘Office,”’ ‘‘Waiting Room,”’ “‘Ritg & Walk 
In,’’ and “‘Information’’—3” x 12”, $6.50 each. 


LAUER METAL SHOP 
1108 Cethedral Street, Baltimore 1, Md. 





tee ted 


WHEN CHICKENS’ WINGS CEASED TO oe : 


sracturs integrity became i 


form adequately, lest disuse atrophy expose ine 
soft tissues of the oral cavity to disease (a 2 
result of lowered gingival tone). «Many dentists: 
find that the daily use of a non-nutritive b ou: Pak. 
of specially firm resistance, acts as an effective” 
supplement to the inadequate masticatory re Bre 
exertion so frequently evoked under today’s 
highly refined dietary. - Dentyne Gum is. 

recommended as a gentle mastica- 

tory of adequate resilience for 


satisfactory gingival massage. © 
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A BRAND NEW ITEM... 
MASEL Open-Face Gold Teeth For Denture; 


These teeth are ready-made gold teeth with ap 
opening in front, enabling laboratories to insert 4 
porcelain tooth with little or no grinding. 


Masel open-face gold teeth are so made that 
laboratory can easily enlarge the opening according 
to the amount of gold the dentist or patient prefer; 
to be visible. 


After the porcelain tooth is inserted in the opep- 
face gold tooth, no extra work is required in Setting 
up the teeth for dentures. 





Made in Centrals, Laterals, and Cuspids. Try them 
on your very next case. 


ISAAC MASEL COMPANY 
1108 Spruce Street, Philadelphia 7, Pa. 











Sparkling Smart 


> SB sneer FROCK STYLING 


ML HOOVER 


Charm, smartness and 












Originality feature this very 
youthful princess style Hooves 
Uniform. Clever pointed set-on 

belt gives that slimming "'nipped- 
in” waistline effect. Stunning 
notched convertible collar, 
squared shoulders, snow-white 
buttons and two pockets on | 
the flared skirt. White Sunning- | 





























° dale broadcloth in coat style. 
‘ Sizes 12 to 42. 
4 ; STYLE $398 
5 4 No. 414 EACH 
iba te HOOVER UNIFORMS | FREE-CATALOG sseis: iz 
251 W. 19th St., Dept. OH-9 @ N. ¥. 11, N. . WE SERVE OVER 50,000 DOCTORS 
ee ee ee ee eee ee ee ee ee ee ee ee 
| Hoover Uniforms, Dept. OH-9 | K OU e a 
| 251 W. 19th St., New York 11, N. Y. | + P 
| Please send me............ Style No. 414 Hoover Uni- 
| EEECSTEA ARATE 
RI tactic cittsnveticiihiihll tasen dh wa Riieaaliniel a Sith: LM 
Address ... <n epéinintintnedaiinedii ee. | 
‘Bane and Zone State 




















work, 


edges. 


grits. They are available for immediate 


delivery. 


BLOW PIPES 


There is a TORIT Blowpipe for every type of work 
and every fuel commonly used in dental labora- 
tories. They are sturdily constructed of the best 
materials. Their design assures easy and accurate 
control of the flame, allowing them to be used in a 
wide range of work. 

We are now in a position to deliver limited quanti- 
ties of these TORIT Blowpipes to the dental pro- 
fession. For full information and the latest TORIT 
Dental Catalog write: 


TORIT MANUFACTURING COMPANY 


279 Walnut Street St. Paul 2, Minnesota 





WETORDRY 
PAPER DISKS 


Wetordry Disks actually cut faster when 






wet. They are thin enough to be used as 






separating disks for cutting and polishing 






between teeth, and retain their shape in this 







Wetordry Disks are coated with alundun, the 





hardest and sharpest abrasive known. Each 






disk is perfectly centered and has no rough 


















Wetordry Disks come in four sizes and six 
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PHOTOGRAM BY KORTH 















GET ACQUAINTED WITH 


WMoldent 
Trans-hint, 


ot strikingly different tinted clear for your palates, 
Trans-Tint blend: blends more ideally with palatal tissues 


than regular clear. Dentures processed with all Trans-Tint 
have been accepted as the answer to extremely dark com- 
plexions. Moldent is available in 8 hues and granulations 
and in addition in regular clear and Trans-Tint. 









Why not make /Moldent your stand- 
ard for an acrylic denture base? 


THE MOTLOID COMPANY, INC. 


325 WEST HURON STREET e CHICAGO 10, ILLINOIS 











LION BRAND MOUTH MIRRORS 72% 


,ieDle one 
ot Simple %?* 
e ard Magnifying 


UNION BROACH CO..INC.37W.20 S¢.NewYorkl1.NY 











HANDPIECES REBUILT ww'tras 


We will completely rebuild your handpiece and angles like NEW. All old parts 
removed and empty housing completely rebuilt. A test will convince you. Prompt? 
Service. 

CONTRA ANGLES $3.50 STRAIGHT HANDPIECES $7.50 


250 Ocean P’Way LACHER REPAIR SERVICE Brooklyn, N. Y. 





























NUM has everything it takes— 


® Powerful anesthetic action. 
@ Non-narcotic. @ Pleasant smelling. 


@ Non-toxic. ® Tasteless. 
® Non-irritating. @® Non-evaporating. 
@ Nen-acid. @ Non-corroding. 


aa | In the Silver and Black Box. 
3 NG pr | Order from your Dental Depot. TRADE MARK REG. 


NUM SPECIALTY CO., 4614 Fifth Ave., Pittsburgh, Po. 
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How to make a PERFECT 
FIRST IMPRESSION 


Good first impressions are made in many ways, 
but in dentistry they're invariably achieved with 
FRENCH’S IMPRESSION DENTAL PLASTER. This 
speedy, accurate plaster is ideal for making im- 
pressions—and getting them right the first time. 
In common with all eight products in the French 
line, IMPRESSION DENTAL PLASTER is the result 
of 102 years of highly specialized experience. 
Setting time is 3 to 5 minutes. 


Would you like a free sample for testing ? 
Your dealer will gladly supply it. 


SAMUEL H. FRENCH & COMPANY 
Plaster Manufacturers Since 1944 


475-477 YORK AVENUE - PHILADELPHIA 23, PENNA. 
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Mwhemotherapy in oral and pharyngeal infections 


@ >: i:-. prompt, long-sustained 
and high salivary concentration of 
sulfonamide, maintained in intimate 


contact with entire oropharyngeal 
area. 


Yet systemic absorption, even with 
maximal dosage, is negligible (com- 
monly even immeasurable) virtu- 
ally obviating likelihood of sys- 


temic toxic reactions. 


* The product retains full potency 
under all ordinary conditions. 


Its clinical value has been clearly 
established in a substantial and 
. fast growing literature, and in no- 
tably extensive professional experi- 
ence. 


Supplied in packages of 24 tablets 

-334 grs. (0.25 Gm.) per tablet— 
sanitaped, in slip-sleeve prescrip- 
tion boxes, 


portant 


ess. | 


Please note that your pa- 
tient requires your prescrip- 
tion to obtain this product 
from the pharmacist. 


uifathiazole gum 
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.«- McKesson & Robbins was already an established 
pharmaceutical house! 
















Yes, McKesson has been serving public health since 
1834...which gives us 113 years of experience and 
know-how. 


So it’s not surprising that Calox Tooth Powder — 
McKesson’s famous dentifrice—is all that a dentifrice 
should be... an efficient cleanser and an excellent pol- 
ishing agent. 


Calox has a wonderful, refreshing taste, too... 
which helps encourage regular tooth hygiene, espe- 


cially by children. 


When patients ask you to recommend a good den- 
tifrice, we hope you will think of Calox. Because you 
can recommend Calox with confidence. 


calox tooth powder 
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From an old print— Bettman Archive 





C A L @) X __ Made with 113 years 


> 


90TH POWDER 





of pharmaceutical know-how 





. by McKesson & Robbins, Ine., 





Bridgeport, Connecticut. 











1634 





Clip form on opposite page and paste on your envelope. ;; 
no postage necessary. 
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Fourth About 325,000 
Reprinting Copies Sold 
® * 
* ® 
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EVERY BENTIST 


can use this ethical pamphlet in 
patient-education programs . . ideal for 
school dental programs 


We have enthusiastic comments from hundreds of users of the 
pamphlet YOUR TEETH AND YOUR LIFE but here is one 
from a practitioner who has been using the material for some 
time: “I am enclosing check for $9.00 for 300 copies of Your 
Teeth and Your Life. I surely hope you have some left as I 
have been selling a lot of dentistry with this material which | 
have been using for some years.” 


Some of the suggested uses for YOUR TEETH AND YOUR 


LIFE are illustrated below. There are other uses such as 
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RECEPTION ROOM USE STATEMENT ENCLOSURE 











ait —e ew ae ae — — Beanmneanmarwrear a= as awe ewe ee ee ane 





FIRST CLASS 
PERMIT No. 1158 
(Sec. 510 P. L. & R.) 
PITTSBURGH, PA. 








BUSINESS REPLY CARD 


No Postrace Stamp Necessary Ir Maiceo IN THe Uniteo States 











POSTAGE WILL BE PAID BY = 
THE DENTAL DIGEST =o 
1005 LIBERTY AVENUE mame 


| ATT.: MR. R. C. KETTERER PITTSBURGH 22, PA. 


distribution to Parent-Teacher groups and enclosure with pa- 
tient recall cards. These are the main avenues of distribution 
of this ethical, educational pamphlet. 


The pamphlet is illustrated with ten charts printed in two 
colors which tell the essential story of the value of proper dental 
care and the dangers of neglect. This is the fourth reprinting . . . 
about 325,000 copies have been distributed to date. 


We feel that you will want to use this material in your 
patient-education program once you see it and realize its pos- 
sibilities. Why not order a trial quantity: of 25, the cost of 
which is only $1.00. 


Prices are low: 25 for $1.00 — 100 for $3.00. 





The Dental Digest 
1005 Liberty Avenue, 
toy, ff Pittsburgh 22, Pa. 


Here is $...... covering..... copies 
of Your Teeth and Your Life. 


*oeeevreeeeneeeneeeeteeeeneeeeeneteeeeeee 





HOME USE 














Four Thousand Dentists 


Have Purchased Copies . . 


100 EASIER WAYS .. . AT THE CHAIR, IN THE LABORATORY 


WHAT IT IS: Clinics on = is a 64-page booklet printed in two colors. It presents 
100 practical methods . . . 100 easier ways to do things, at the chair and in your 
laboratory. 

Each suggestion is skillfully illustrated. The booklet is: carefully indexed and 
colored tabs designate various subjects. 

Join the 4000 dentists who are now using this booklet every day. The cost is onls 
$1.00 to regular Dentai Digest subscribers. It is also available to new subscribers as 
outlined in coupon. Order your copy today. *. 


Qt ae se ee ee me me a em 


S A | E - The Dental Digest 
g 1005 Liberty Avenue, Pittsburgh 22, Pa. 
() Here is $1.00 for a copy of the new book Cxrnics on Paper. 
C 0 U Ay T L i: 5 4 I am a regular subscriber. 


[]) I am not a subscriber. Please enter my subse ription to The 
Dental Digest for 16 months and send Cirinics on Paper at 
special $4.00 combination price. 


=) 
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jiow Be Getter FILLING MATERIALS 


ptt Lower Cost! 


A COMPLETE 
6-COLOR 
PORCELAIN OUTFIT 


Contains 6 full portion 
sizes of powder, 3 full On [ y 
double size portions of 


liquid. Complete assort- $] 92.50 


ment of shades. 


OHRHORT syntnay porcerain 


A Porcelain That Meets 
ALL Your Requirements! 


When you use Garhart Synthay Porcelain you get natural, translucent 
appearance, high powder absorption and extreme plasticity. With either 
stiff or semi-stiff mixings it is slow setting on the slab and fast setting in 
the mouth. Dense, strong anterior fillings are assured, and deep fillings 
appear no darker than shallow ones. 









' 
| 








Use any of Garhart’s SIX basic shades with your customary tech- 
nique for perfect results every time. 





P ¥s Order Garhart Synthay Today 
re tee Garbart Synthay Porce Mail Coupon to Your Dealer or 
lain is supported by more than 20 Direct to Garbart 

years of research and successful 


clinical performance. 


GARHART Dental Specialty Co. 
34 Union Square, Somerville 43, Mass. 


Send me one complete SYNTHAY POR- 
CELAIN 6-COLOR OUTFIT at $12.50. 
Check enclosed or ship through: 


All prices subject to change 
without notice. 


IARHART 


Fine Filling Materials 
Since 1892 


ae ee Be eA ee ee (dealers name) 
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UNIVERSAL DENTAL COMPANY °* 48th at BROWN 
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MARK HEG 


TRADE 


FULL ANATOMICAL LINGUAL FEELS . TO THE 
TONGUE AND DISTINCT SPEECH. 


* 


»denture base... © 


Denture material flows into two engineered 
retention channels which are connected by a 
lumen within the tooth! The collar is dove- 
tailed and anchors solidly in the denture. 
There is a broad area on top of the tooth for 
extra strength through adhesion to denture 
material. 

The complete porcelain construction pro- 
vides maximum strength while it makes pos- 
sible a full depth of translucency—undistorted 
by pins or pin ledge shadows. The result is a 
“living” labial. ..a beautifully normal ap- 
pearance! Patients will appreciate your con- 
sideration of Anthrotomic Anteriors. 


mteriors 


NN STREET © PHILADELPHIA 39, PA. | 















SWIFT 
AND 
ACCURATE 


The Precision Model Trimmer saves time and effort 
in trimming all stone or plaster models (whether 
wet, dry, green, or cured.) 

There is no danger of chipping or breaking. Trim- 
ming is against a solid carborundum wheel. There is 
nothing to adjust, set, clean, or lubricate. There are 
no moving parts to work out of alignment. 


If your dealer can’t supply you, write direct. 
Descriptive literature available. 


KENNETH MILLS 
4250 Gardenia Ave. Long Beach 7, Calif. 




















By 
OLIVER M. BUTTER- 
FIELD, Ph.D. 

‘Sound, simple, practi- 
cal, definite and detailed 
information about sexual 
relations in marriage. 

Excellent, factual, clear, 
concise and accurate.”’ 

The author, whose article 
on Marriage in Reader's 
Digest drew an overwhelm- 
ing response from men and 
women in every walk of 
life, here presents sound, 
simple, practical, definite, 
and detailed information 
about sexual relations in 
marriage. 


“Best Manual to 
give.” —Ohio State 
Medical Journal 






























The Sexual Impulse 

The Organs of Sex 

Pre-marital Physical 
Examination 

Advice to Honeymoon. 
ers 

The First Sex Act 

Frequency of Inter. 
course 

Positions in Sex tp. 
tercourse (with ree. 
ommendations) 

— of the Sex 

c 


Impotence and Frig. 
idity 

Sexual Maladjust- 
ments 


Premature Orgasm 

Sexual Handicaps 

Sex Fore-play and 
After-play 

Sex Stimulation 

Masturbation 


a 


SEX CHARTS 


Male and female 
sex anatomy ex- 
plained with com- 
plete set of excel- 
lent illustrations, 4 
Price $2, incl. postage. 
5-day Money-back 
Guarantee. 








EMERSON BOOKS, INC. 


_Dept. 660-C 251 W. 19th St., New York 11 





ALL A. ¢ 


Complete stock of parts. 
Skilled workmanship. Your old out- 






GLAZBROOK BROS. 
7046 Wentworth Avenue 


DENTAL SERVICE 


fit reconditioned like new. Ask for an estimate. 


Ready for busy Fall and Winter months? 
Check your equipment now. 


Cr We can still supply new cuspidor waste and supply tub- 
y AR : ing. Send us your old connections. We will 
attach new tubing. Prompt, guar- 


SHOP 
Chicago, Ill. 


anteed service. 


PARTS 



















= your dealer today. 
Available in 


Here’s a 40-Year Record ..... 


Yes, Postolene has a 40-year record behind it ... ample 
proof of its effectiveness for successful treating of root canals 
and abscessed teeth. Have you tried it yet? It costs only $1.00 
for generous trial jar... it is fully guaranteed. Order from 


attractive glass jar J. A. SPRAGUE & Co., 325 19th Ave., Columbus 1, Ohio 
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| Karl A. Kreis, Clinical Equipment, Flood Bldg., 
San Francisco 2, Cal. 


| Send information to: Dr./Dealer 


| DOTOSS cicsccves 





GENERAL AUTOMATIC FURNACE. You are look- 
ing at the most satisfactory and scientific furnace ever 
built for the dentist. Uniform temperature by Indi- 
cator-Controller (U.S. Pat.). Also positive automatic 
power shut-off by mercury relay. All stainless steel. 
Many new features. Precision castings every time. 
Chamber: 8% x5x4, 115 V. AC., 12.5 Amps. 1700/1400 
W., $195—f. o. b. Write today for complete literature. 
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FOWLER'S COMPOUNDS 


(THREE FORMULAS) 
Compound #2. 


C d #1. 
ompound # For the care of 


For the treatment of 
PROCAINE DERMATITIS ‘ DRY AND ROUGH SKIN: 
Osteomyelitis (dry sockets), Athlete’s This is rhea a! _— — 
Foot, Psoriasis, Make-up dermatitis. iaiatngy Sr age ial. makes a splendi 
Necrosis. Impetigo. Hives. Boils and | S), op sere —— as it - 
Carbuncles (postoperative). Eczema | *°™*Y 2 Thi “i i a ear “* 
and other open non-malignant ab- Da i — Latina pe 1 
normal tissues as used by, or under the #1 hea page oe d wit h Fi a 
control of, a physician or dentist. y those alllicted with dermatitis, 
f 1, ‘ar $1.00 etc., as #1 is quite strong. 
sage, Selsahertice Sey Price, 114 oz. jar fifty cents. 








L-F. U.S.P. Lanolin-Fowler—For The Care Of The Hair And Scalp 


This formula contains 60% Lanolin and other proven constituents. 
A little of this compound massaged as close to the scalp as possible every 
morning, will keep the hair healthy and well groomed all day. 
Price, 1%4 oz. jar fifty cents. 





These compounds will be for sale in your drug store as quickly as supplies are available. All 
constituents are U.S.P, For the present this offer is made; one jar of No. 1, one jar 
of No. 2 and one jar of L-F will be mailed post paid, upon receipt of $2.00. C. O. D.’s 
postal charges extra. Not less than a $2.00 order. 


Fowler Co., Inc., Box 5343, Metro. Station, Los Angeles 55, California 














5417 West 6th Street 





“The Foster” 
VIBRATOR 


1.—Controlled Vibration; 
speeds 


Jump 
Switch 
Price $19.75 


RAY FOSTER Dental Supplies 


5.—A Fixture For Your Office 


Heavy enough for the lab. 
Light enough for the Dr. 


3 


2.—Soft Cushioned, Will Not 


3.—Chrome Plated, Heavy Duty 
4.—Water Proof Coil, Heavy 


LOS ANGELES 36, CALIF. 











































DON’T 
JUST TALK 
ABOUT 
FLUORINE 


... use it in 
daily practice! 





DESENSITO is an ob- 
tundant for hypersensi- 
tive enamel and dentin. 
It is a new type of desen- 
sitizer that effectively de- 
sensitizes gingival areas 
which are painful when 
stimulated by sweets, 
heat or cold, or by the 
toothbrush. Will not stain 
the teeth or irritate the 
gingival tissue. Treat- 
ments last from 3 months 
to a year. 


Order through your 
dealer, or direct from us. 
Send coupon for liter- 
ature. 


Fluordent, Inc. 
312 Balter Bldg. 
New Orleans 12, La. 
Please send literature. 
nian ates sadhwnen eke 6ebes 
Address 
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THE BIG 


BIG SAVINGS 
with 
CONVENIENCE 


ARTICODENT 


puper-sensitive, clear marking orticu 
lating paper. Red ond Blue; Wared 
and Unwaxed 


CELODENT 


45 #¢ Roll of celluloid. 3 thicknesses 


Strong smooth texturs« 


MATRICODENT 


empered stainless steel 
. strong and smooth. 20 
ft long 4 widths 


UNION BROACH CO. Inc. 


37 W. 20th St.. NEW YORK I1.N._ Y. 














Famine!! 
Sweeping like a 
prairie fire over 
half the world. Help 
fight it. Give can- 
ned food or money 
to buy food to your 
Emergency Food 
Collection on behalf 
of UNRRA. Or, you 
may send checks or 
money orders to Na- 
tional Headquarters, 
Emergency Food 
Collection, 100 
Maiden Lahe, New 
York 7, N. Y. 
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Here's a “perfect partnership”. 
t's g 


“They” can make it easier we you. 
Who are the partners?— Your assistant and the Phillips Control Technique. 


perfect partnership” because, with a half-hour's instruction, your 
assistant can quickly produce perfect inlays of all sizes and description. 


The Phillips Control Technique consists of Kerr Cristobalite Inlay Investment 
(high thermal expansion), Kerr Control Powder (low thermal expansion) 
and the Kerr Automatic Scale for proportioning the two. 

Regardless of the sizes of the inlay or the room temperature, this 
inlay castings. 

you desire. 


combination compensates for the variables and produces perfect-fitting 


Also, the retention of the inlay can be controlled to result in the type of fit 
No other technique offers this “control’ 


Use this “perfect partnership” 
time for relaxation, or both 





it will mean more time at the chair or more 
Write for our booklet—“Custom Built Inlays”. 


v oe RING CO. 
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A Cavity Sub-Base and Aseptic Temporary Stopping with 


PULP PROTECTION 



















“MOYCO” 


Zinc Oxide-Rosin- 
* 1 9 ep n 0 C e mM e nl { simple ssithaa Ulcandone eundaeea 


results. Z-R-E Cement has sedative, analgesic 
(Formerly Pulp Preserver) and insulating qualities. It protects, and with 
a copper disk, caps the pulp. Controls simple 
and severe odontalgia cases. Supplementary 
uses are for dry sockets, hemorrhage, hyper- 
sensitive dentin and as a gingival post 
operative pack. 


New-User Package, ‘2.75 


COUNCIL om DENTAL 
THERAPEUTICS | 


PACKAGE CONTENTS 


@ Bottle 7-R-E Cement Powder e Capsule 1/8” Copper Disks 
e Bottle Z-R-E Cement Liquid e Capsule 3/16” Copper Disks 
e Bottle Solvent and Cleaner e Bottle Cavity Lining 

@ Capsule 1/16” Copper Disks @ Glass Mixing Slab 


e Spatula 


magee fie). Bird Moyer Co., Inc. 


To Your Dealer's SINCE 1893 
rege 1210-14 Vine Street Philadelphia 7, Pa 














Because the 


PELTON “E& O” 
DENTAL LIGHT 


projects separate light beams 
that converge at a focus point 
of 30 inches from the patient’s 
mouth. The Pelton “E & O” 
flexible arm permits the pro- 
jection of cool, color-corrected, 
shadowless beams from any 
angle. Available in wall or unit 


type. Write for further details. 


IELTON 


PROFESSIONAL EQUIPMENT SINCE 1900 
tHE PELTON € CRANE COC.. DETROIT 2. MICH: 











297000 


_,.+. total distribution to date 


Here is a booklet of patient-educa- 
tion charts every dentist can use in 
his practice. Over 79,000 copies 
have been sold over a period of 
years . . . evidence in itself that 
the charts are practical and valu- 
able. 


Patient-education is of prime im- 
portance in any practice. Visual 
Education in Dentistry can be a 
definite aid in your program. Copies 
are available for immediate ship- 
ment. See coupon for detailed in- 
formation. 





Order two copies ... one for your recep- 
tion room and one for your operatory. 


The Dental Digest 
1005 Liberty Ave., Pittsburgh 22, Pa. 


[] 1 am a subscriber to The Dental 
Digest. Please enter my order for | () 
copy; 2 (] copies of Visual Education in 
Dentistry. My remittance at the rate of 
$1.00 per copy is enclosed herewith. 


[} 1 am not a subscriber. Please enter 
my name on the list for 16 issues 
of THE DENTAL DIGEST and one 
copy of Visual Education in Dentistry 
for $4.00. My remittance is herewith. 
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CABINET STERILIZER 
DESIGNED FOR DENTISTS BY PROMETHEUS 
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THI F oulstanding pegs, lar’ prided ~“mé 
complete sterilizing facilities. fi is modern in 
‘sign, with rounded corners and recessed ‘be ft 
“ toe room,-is finished in porcelain onaiets mL? c 


“wide by 14’ Heep: Special features include casts 
“bronze sterilizer with automatic control, switch and .. & 
aes light, silent-closing, dust tight metal door, and ne Bs 
‘convenient footlift-for raising cover. 


Supply available for civilian 
use limited by war conditions. 


Consult your dealer. 


FROMLTHLUS ELECTRIC CORP., 401 WEST 13TH ST.. NEW YORK 14, N. Y 





Extremely fine-grained, CLOVER LEAF 
IMPRESSION PLASTER is unsurpassed for 
making accurate impressions that faith- 
fully reproduce every detail of teeth 
and lissue. 

CLOVER LEAF’'S rapid, accurate set saves 
the dentist valuable time, it breaks 
with a clean fracture and its freedom 
from expansion eliminates distortion. 


H. B. Wiggin’s Sons Co 345 
Bloomfield, N. J. 


Please send free samples of CLOVER LEAF XX 
and Soluble Impression Plaster. 


ee a, 
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USE THIS COUPON = 
FOR FREE SAMPLES TOSS ..cwcewewer re reeces os esas ereseGreer ee tees iss) ee ensee SGueneeesenem 
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The smart tailoring and 
expert workmanship that character- 
ize Medi-Kote Garments further em- 
phasize our persistent efforts to pro- 
vide the profession with practical, 
distinctive garments... considerably 
below retail prices for comparable 


quality. 


Style 235... For the 


Professional Man, 
enjoys wide popular- 
ity. Made of fine 
quality Sanforized 
POPLIN, it is both 
durable and highly 
resistant to repeated 
washings. Available 
in sizes 34 to 44 at 
only $2.98. 


For the 
Doctor’s Assistant 


Chic, all-duty uni, 
forms for the fash- 
jon-wise nurse. Beau-| 
tifully tailored, of 
quality fabrics that 
appeal in every es 
sential detail. 


.. Through our directs 
\ to-you sales plan, re- 
tail profits are elim- 
inated thus permit- 
/ ting the purchaser to 
enjoy appreciable 
Savings on every 
attractive uniform 






















ORDER TODAY specifying style and size. 
Postage prepaid if rder. enclosed with 
or er. 
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\} @PAADE OF BEST GUTTA PERCHA 
©1S NOT MEDICATED 
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(rescent DENTAL MEG. CO. 


1839 S. Pulaski Rd.. Chicago 23, iI! 








SCIENCE REVEALS 
A NEW WONDER AID 
FOR OBTAINING 
PERFECT IMPRESSIONS 


The development of a plastic emulsion that is 
merely added to water, and used with any alginate 
or plaster gum impression material, is now hailed 
as the long sought missing link in producing per- 
fect full and partial denture impressions. The 
disclosure of this remarkable formula was recently 
announced by Coralite Research. 

So amazingly effective is this sensational prep- 

aration, that it is acclaimed as an important 
achievement by those who have used this astound- 
ing plastic emulsion. It possesses remarkable prop- 
erties which solubilize the mineral and bacterial 
content of the water normally used, and produces 
a homogenized aml i brought in contact 
with alginate powder or gum plaster. When 
with any of the alginate powders a results in 4 
material that is heavy in tough, and 
resilient, actually resembling pdve- “Colloid in 
texture and appearance. When used with any of 
the gum plasters, a desirable creamy paste-like 
consistency is quickly achieved. 

It makes possible an impression that is ex- 
tremely smooth and _~—— possessing a luster, 
yet accurately records every anatomical detail. 
a will inhibit the setting po of 

type of impression material employed, 
eliminating the possibility of physical changes 
the completed impression, even though the 
impression may be exposed to the air for any 
length of time. 

EMU NE is now available at $2.00 for an 
eight ounce bottle. Its remarkable performance 
is guaranteed to meet with your genuine satisfac- 
tion. Coralite Dental eiceaes Co., 63 East Adams 
St., Chicago 3, Illinois 
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The Saga of Chrome-Cobalt Alloy Partials 


A NU day has arrived in the field of denture culture. 

It can now be said that the chromium cobalt alloy has taken its place 
as the outstanding partial denture material in the world of prosthetic 
dentistry. 

Its success has not come easily; from the day of its inception we have 
seen it pass thru a long and trying period of transition, out of which has 
emerged the ultimate in alloy perfection. 

Many chrome alloy manufacturers now lay claim to the perfect formula, 
basing their claims on a myriad of technical equations and explanations 
that often tend to obscure logical reasoning and confuse the dentist and 
the laboratory technician. But there is no place in this specialized field 
for obscurities and evasions. 

Let us look at the evolution of the chrome alloy and seek the answer by 
simple deduction. 

First of all, there was a definite need for a NU alloy that, at a fraction 
of the cost, would fulfill the requirements of the gold partial, and even 
improve upon it. With that goal ahead of us we set out to develop a produc, 
which would be: 


1. Easy to fabricate 

2. Perfectly balanced 

3. Extremely light and thin, yet strong and durable. 
4 


. Impervious to acids; free from the possibility of damage to the 
alloy when removing teeth in an acid bath. 


9. Readily adjustable; resilient; not brittle; having no tendency 
to spread. 


6. White in color, and of a permanent lusture that would reflect the 
natural colors of the oral cavity. 


7. Unaffected by acid conditions; free of stains and discolorations: 
non tarnishable. 


8. Totally free of pits. 


9. Possible to re-cast until all metal is used up, thus totally eliminat- 
ing waste—and assuring the same uniform casting at all times. 


10. Natural in appearance, and giving a “same as before” feeling. 
NU-RALLIUM INC. 

17 LOCUST STREET. MEDFORD, MASS. 

_— we oe. 2. 2. Ss 





























Radiodontists like to work with FR 
Concentrated Liquid Acid Fixing and 
Hardening Solution. 





: The FR solution does its full fixing 
“anc _§ job in ensuring permanence of radio. 
RAY . : graphs that are brilliant and abound. 


LIQUID ACID. 


FIXER § need for separate hardening solution. 
wiTh HARDENER 3 ) | Like famous FR Developer, FR Fix. 


sag 


ing in contrast. At the same time and 
in addition, FR Fixer does the hard. 


ening job, thus wholly eliminating all 


Pg 
SS Sa ——— 
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ing Solution is highly concentrated. 





. won - 4 Bottle contains a full quart — enough 


to last a long time. 


KERR MANUFACTURING CO. 
Established 189! 
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CALM ... CONFIDENT | 
[ .ee CO-OPERATIVE | 















- | The Three “C’s” so important in patient relationships—calmness that 
| means greatest patient comfort, confidence that is the basis of patient 
, | loyalty, and co-operation that results in saving time and in better dentis- 
try—are the result of McKesson pain control. The Nargraf for both 
anesthesia and analgesia, and the Euthesor and Easor for analgesia, 
increase productive time and conserve the operator’s energy. 


Let us tell you what McKesson pain control is doing for other dentists 
and can do for you. 


lo} EUTHESOR 
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Those raw, tender tissues upon which an immediate denture rests often need 
and merit the quick, positive analgesic action of Anacin.. . especially when 
topical anesthesia has diminished and that uncomfortable transitional period 
gets in. Anacin can make things so much easier for the patient—and for you, 
too. So recommend it to your patients if you are not already doing so. 

Anacin’s free monthly Service is yours for the asking. If you’re not get- 
ting it, write today, on your letterhead, to Whitehall Pharmacal Company, 
92 E. 40th St., New York 16, N. Y. 
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Zhe HU-FRIEDS 
ASPIRATOR 


This Aspirator operates by water pres- 
sure obtained from the faucet of the 
wash bowl. It has proven highly efficient 
and is recognized more advantageous 
than mechanically operated aspirators. 

Can be attached to any shaped faucet 
whether round, oval or irregular. There 
are no wearing parts. Therefore it will 
function indefinitely. All parts are 
heavily nickel plated. It has a reversible 
flow which provides a means for quick 
and easy cleaning. 

The complete outfit consists of Aspi- 
rator, 8 to 10 feet of pure gum tubing 
specially designed for this Aspirator and 
also the Coupland Suction Handle with 
4 sizes of detachable tips. These tips are 
accepted as standard equipment and ap- 
proved and used by the U. S. Govern- 
ment. 

Complete with 8 to 10 feet of noncol- 
lapsible pure gum rubber tubing, price 
—$16.50 


> 
THE HU-FRIEDY MFG. CO. 


3118 N. Rockwell Street, Chicago, III. 











2 Clean 
Economical 
and 

Sanitary 


PRICES 
50c to $50 
Refill 25¢ 


Professional 
Assortment 
$1 Postpaid 


FLOSSY DENTAL MFRS. DEPT. 105 


228 So. Wabash Ave., Chicago 4, Iil. 











If you are not 
a subscriber to 


THE DENTAL DIGEST 


See special offers 
advertised in 
this issue. 

















Orthodontic and Prosthetic 


PLIERS 


of high-grade stainless steel and 
chrome-molybdenum alloy steel. 





Stainless Steel PINCUTTERS with 
hard metal cutting edges 


Dr. C. W. Carey’s Photo-Gnathostat 


h. w. GENERAL ENGINEERING 
& MANUFACTURING CO. 
173 Poplar Ave. Millbrae, Calif. 


Manufacturers of 
Orthodontic and Dental Specialties 




































29 WORDS 
tell the story 


Clinical tests* showed that 
when smokers changed to 
PHILIP Morris Cigarettes, 
substantially every case of irri- 
tation of the nose and throat 
due to smoking cleared com- 


pletely or definitely improved. 


*Laryngoscope, Feb, 1935, Vol. XLV, No. 2—149-154., 





TO THE DOCTOR WHO SMOKES A PIPE: We suggest an unusually fine new 
blend — CouNTRY Doctor PIPE MIXTURE. Made“by the same process as used in the 
manufacture of Philip Morris Cigarettes. 
































The bar permits of close adaptation with the greatest di- 
ameter where it affords maximum strength and stability. 
Yet, the bar section is streamlined with an ovalized con- 
tour for oral comfort and non-interference with speech. 


The magnification of the end shows deep slanted corru- 
gation for resistance to displacement ...a reinforcing rib 
that extends well down to the spur for added strength. 


Note the spur provided by piercing the end. This raised 
Structure, together with the perforation, securely locks 
with the acrylic through and around the end. 


Thus, DEE Lingual Bars achieve strength without bulk. 
They have workability for erfect fitting, and respond to 
beat treating for “‘spring-back”’ resilience ... to pre- 
serve stability through frequent removal. 


Supplied in Bright 
annealed form 
SHORT 
$3.60 
MEDIUM 
$4.05 
LONG 
$4.40 
EXTRA LONG 
$4.70 
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That wholesome, refreshed feeling with 
which Kolynos leaves the mouth... 
and that friendly, minty taste that lingers 
are features second in importance 
_ Entertain your child patients with only to the safe, dependable manner 
oe ne aes in which Kolynos cleans and polishes. By 


Kifeashé ,___ JUST LIKE KOLYNOS! 
Crs 


multp-ceond for tape imparting real pleasure to a daily 


chore, Kolynos helps keep those “‘brush 
your teeth twice a day” instructions 
KOLYNOS 9 *esrene ere 
Isn’t that an important consideration? 
POWDER 0 PASTE 


at A Product of the 
_ WHITEHALL PHARMACAL COMPANY, 22 E. 40th STREET, NEW YORK 16, N. Y. 






















123 Heath Street 


THE “IMPROVED” 
RANFAC IMPERIAL 


CARTRIDGE SYRINGE 


Dentistry’s most dependable syringe, de- 
precision made 
Faichney, specialists since 1888. Used by 
dentists throughout the world. True, pre- 
cise, perfectly balanced. Imperial Cartridge 
needle’s obtainable in all practical sizes. 


signed and 


At your dental supply house. 


RANDALL FAICHNEY CORPORATION 
Boston 30, Mass., U. S. A. 





by Randall 





















Made in two sizes — Large and Small, 


for use with Alginate Materials. 


Large, $1.00 Ea. 


—_ Small, 75¢ Ea. at Better Dealers 





restorations. 





A new, completely anatomical cor- 
relating device for constructing pre- 
cision crown, bridge and partial 


Correlator 


REG. U. S. PAT. OFF. 


Write to us for descriptive literature. 


JOHNSON-OGLESBY MANUFACTURING COMPANY, BOX 5022, DENVER 17, COLORADO 











HAVE YOU TRIED 


tic Coating for im- 
pression Trays. 





It Does Not Matter how old or dirty your tray 
is—“DIP” will make it clean, white and sterile 
Enough te coat 400 trays $4.00 
We Will Send Direct or Through Your Dealer 


WESTERN METAL CO., BLOOMINGTON, ILL. 
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“The Handbook of Physical Prop- 
erties and Specifications of Inlay 
Golds, Denture Golds, Wires and 
Precision Attachnients” gives 
you technical information and 
is a guide in specifying the 
correct gold for each 
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purpose, 
WRITE FOR YOUR FREE COPY TODAY . 













GOLDS | 
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FILLED TO THE TOP WITH DENTURE COMFORT. 


Soft and cushiony but tenacious in its ability to hold& 
dentures longer. 


CO-RE-GA is known and universally recommended 
throughout the professional world. 


The Perfect Adhesive for Dentures. 





Please send free samples for patients 


on 
snail mis yee NY Or. 
goressio™ 
+? . 











gameres ait 
COREGA CHEMICAL COMPANY 


208 St. Clair Avenue, N. W., Cleveland 13, Ohio 








] 
wILsSON Ss. >» CO-RE-GA is not advertised to the public 


“COREG 








COREGA CHEMICAL COMPANY 


208 St. Clair Ave N W Cleveland Tai Ohwe 



































BENDICK’S THREE 
ANATOMICAL TRAYS 
WILL SERVE 90% OF 
PROSTHETIC PATIENTS 


With one set, no adaptation is nec- 
essary; it will service 90% of your 
prosthetic patients. Only one fitting 
needed—impression can be _ taken 
immediately. Trays fit the ridge of 
the mandible and the malleable met- 
al can be easily shaped with fingers 
or pliers; may be cut with knife or 
shears in areas of interference. Ask 
your dealer or send coupon below. 
$4.50 postpaid for set of 
three reusable trays. 


BENDICK COMPANY, LAPEER, MICHIGAN 


ical trays, at $4.50 per set, postpaid. 














TAY) NEEDLE 
. MADE 
MIZZY 
CONICAL 
NEEDLES 


® Pin point 
puncture 


“ ye Tapered for 


easy pene- 
» tration 
e EF lexible. 
‘Strong. 
NEWI: \ 
IMPORTANT! \ 


1” - 28 gauge © \ 
Cartridge Needle 


Write for Literature 


MIZZY INC. 














Gentlemen: Please send me set of 3 Bendick anatom- 








804 E. 23 St. New York 10 | 


oe 


COTTON ROLL 
HOLDERS 








Keep fleld of operation dry. Do not 
Made for 


interfere with vision. 


Right and Left Sides. $5.00 per pair. 


Sold by Better Dealers Everywhere. 
Manufactured by 


UNION BROACH CO., Inc 


New York 11, N. Y. 


37 West 20th St. 
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This added advantage of TRUSHAY | 
is important to you, DOCTOR 


There’s nothing like a good scrubbing 
with soap and water to make hands 
hygienically clean before examining 
and treating patients. 

But if, after washing, a cream or 
lotion is applied to the hands to pre- 
vent redness or roughness, some of the 
hygienic value of soap and water 
cleansing undoubtedly is lost. 

That’s why so many professional 
men and women use TRUSHAY, the 
lotion specially formulated to be 
smoothed on before washing. 





And since TRUSHAY is applied before 
washing, hands can be soft, smooth T R | \ Hl y 
and well-groomed and still meet the 


requirements of modern hygiene. THE “BEFOREHAND” LOTION 


A Product of BRISTOL-MYERS COMPANY, 19 NL W. 50th St., New York 20, N.Y. 






































»& yf 
Sek og.” 


as eos 
ea ¢ : 
A. ’ 

” 














a 








For more than 600 years—ever 
since 1327—the silversmith hag 
stamped his creations with @ 
personal mark that proclaims t 
the world the name of the maker 
and the integrity of his wares, 


Twentieth 


Century 
Alloy 


MATERIALS 





1667 


Halimark of Crattsmanshi 


Like all fine work in silver, Twentieth Century Alloy carries 
a “hallmark,” too. You’ve noticed it often—the familiar red 
and gold label that names both the product and the maker— 
“Caulk 20TH CENTURY ALLOY.”’ 

Only the finest and purest metals are used in Twentieth 
Century. They are combined in the correct scientific propor- 
tions discovered through years of intensive laboratory 
testing and with a skill acquired over two generations. 

The result is an alloy that complements the dentist’s skill, 
an alloy with a “‘fifth ingredient” of unchallenged quality, 
purity and uniformity. 





Caulk MILFORD, DELAWARE 
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SCIENTIFICALLY GRADED 
KARAYA GUM 
USED IN FASTEETH 


The most important single factor in the scientifi- 





cally controlled FASTEETH manufacturing process 
is the careful selection of the exact grades of gum 
necessary for the most efficient degree of viscosity and 
consistency. The makers of FASTEETH will accept 
no other grades. 


Try this alkaline, pleasantly flavored, denture pow- 
der among your patients. We feel sure that the degree 
of comfort and stability FASTEETH provides will 


convince you of its efficiency. 


FASTEETH 


Clark-Cleveland, Inc. OH-9 
Binghamton, N. Y. 
Gentlemen: 


Please send professional samples of Fas- 
teeth. 
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You've wanted a Soldering Machine with a 
MODEL HOLDER. Here it is! 


Saves your time. Helps you do better work. 


The revolutionary model holder on this new soldering machine (1) holds model 
steady, (2) provides security of appliance, (3) gives a ground contact, (4) 
leaves one hand free. Other features: Ground cable, tweezer-tipped to hold smal] 
articles, handy foot control, heat control rheostat with approximately 30 different 
heats; handles smallest to the largest dental materials. Investigate this soldering 
machine—you’ll want one. 


110 Volt, Rocky Mountain Metal Products Co. 
A. C. only. 1450 Galapago St. Box 1887, Denver 1, Colo. 
$59.50 Pacific Coast Distributor: 
F.O.B. Denver Karl A. Kreis, Flood Bidg., San Francisco 2, Cal. 


CRESCENT WEBBED Polishers 


& Gentle. The ‘webs in this efficient polishing 


cup prevent splashing; consequently 

do a better job while saving time and 

& D, / his basing 2 the po = 
medicament. ey retain the abra- 

owerfu sive at high speeds. Smooth and gen- 

tle in operation. Made to fit your 

handpiece. NOW available through 


& Efficient your dealer or direct. 
( 2e5cen£ DENTAL MANUFACTURING CO. 


1839 South Pulaski Road, Chicago 23, Illinois 
EE 








He Is A Happy Dentist _ 


Really Con Gl ee 


trols His 
for the Prevention and Cure || Business 


| 
ection. rl 
of Oral Inf You don’t need to be y Ve 
“n.5” an “‘expert”’ to keep 


in complete control ce > 
of every phase 
SILVER of your profession 
and your business. 
NITRATE TRU - FAX Dental 
and Records brings you 
freedom from worry, > 
“86” waste and loss. Costs = 


——— 


|about 3c a day— Ze 


REDUCER |) free approval on ful 
| ye eqaition, 2 
WILL NOT ones . fh EASY 


DISCOLOR || . 
TRU-FAX PUBLISHING CO. 

| 

| 








Order from Dept. O, Des Moines, lowa 


Dental Records, also free approval_ offer. 


Write for 
information and technic on these and other 
“p” formulas. 


PERIODONTAL SPECIALTIES CO. 
6605 Seville Avenue Huntington Park, Calif. 


| 
| 
your Dealer i Please send cost and full details on TRU-FAX 
11 
| 
} 
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(rescent DENTAL MANUFACTURING CO. 


1839 South Pulaski Road, Chicago 23, Illinois 









PRECISE IS THE WORD 








Industry, when called upon to make an 
exact duplication, uses a micrometer 
. .- laboriously measures every surface, 
angle and thickness. 













Unbiased laboratory tests prove that the Zelex impression is pre- 
cisely accurate when removed from the mouth. It is the responsi- 
bility of the dentist to transfer this accuracy to the stone cast, 
Therefore, always pour the cast promptly—as soon as possible 
after the impression is made. The sooner you pour the cast the 
greater will be its accuracy. 

Package of 12 Units $4.00 —‘’36"’ Package (36 units) $11.25 
—1 Gross (144 units) $42.00. 


Zé ex 


IMPRESSION MATERIAL 





FOR MODERN MATERIALS CALL ON 





telex 


For dentistry, a far simpler method has been evolved to achieve true 








fidelity of reproduction. When a dentist wishes to make an accurate, 
precise counterpart he uses Zelex impression material. 

This modern dental aid faithfully duplicates even the finest details 
of irregular dentition. Tough, elastic, it readily pulls out from under- 
cuts without fracturing, crumbling, or the slightest distortion—any 


time—every time you use it. 





Mibteore o DELAWQA 







































































1@¢ per word, initials 
and figures used each 
counting as one word. 
Please send remit- 
tance with your order. 


FOR SALE: Old-established dental office in large 

Iowa city; formerly an advertising office. Will sell 

= ~ or part. ‘143’’ Oral Hygiene, Pitts- 
urgn, 


WANT ADS 





Restricted to 
Positions wanted” a 
practices wanted, 
practices for sale. The 
minimum charge is $3. 


WANTED: Young dentist with New 

license. Steady position, general rane po 
habits necessary. State age, experience and sal 
ary. ‘‘154’’ Oral Hygiene, Pittsburgh, Penna 








DENTIST WANTED in Nebraska office. ‘144’ 
Oral Hygiene, Pittsburgh, Pa. 
WANTED: Dentist licensed in D.C., under 50; 


good character and personality. State age, ¢x- 
Eocepee, sae salary. “145’’ Oral Hygiene, Pitts- 





ESTABLISHED high-class laboratory in Texas 
wants A-l -round technician from setup to 
crown and bridge work. Must have fine back- 
ground to take charge of branch laboratory on 
commission basis. High money. naeey guaran- 
teed. Also wanted A-1 setup technician for main 
laboratory. Also wanted A-1 finisher and packer 
for branch laboratory. Write full information in 
first letter giving age, salary expec and ex- 
perience. ‘‘146’’ Oral Hygiene, Pittsburgh, Pa. 





WANTED: A dentist in Lena, Illinois; office fur- 
nished, free rent. A good opening. Contact Dr. 
L. M. Thompson, Lena, Illinois. 


WANTED: Registered dental hygienist or dental 
assistant to assist in complete new two-chair of- 
fice, salary plus percentage basis. Dr. P. W. Olson, 
204 North Jefferson, Wellington, Kansas. 








WANTED: A-1 gojd technician for Texas labora- 
tory. Must be tops to take charge of gold depart- 
ment. Write full information in first letter giv- 
ing age, salary expected, type of gold work you 
can do. ‘147’’ Oral Hygiene, Pittsburgh, Pa. 





FOR SALE: Fully equipped bungalow office in a 
Michigan city; can be used as office and resi- 
dence: seven rooms. Laboratory in basement. Net- 
ted over fourteen thousand dollars last year. Rit- 
ter electric hydraulic chair and unit, sterilizer 
and cabinet, nearly new Fisher x-ray, extra chair. 
Also includes furniture business office and re- 
ception room. Price; twenty-two thousand dollars. 
Terms. ‘‘150’’ Oral Hygiene, Pittsburgh, Pa. 





A-l all-rou.ucd dental technician wishes a position 
with a dentist or group of dentists in a small 
town in the mid-west. ‘‘151’’ Oral Hygiene, Pitts- 
burgh, Pa. 





DENTIST WANTED for association with clinic in 
a town of over six thousand population in south- 
west Texas. Prefer a man with some knowledge 
of orthodontia. Write full information in first 
letter, giving age, salary expected, and experience. 
**152”’ Oral Hygiene, Pittsburgh, Pa. 





RECENT GRADUATE of mechanical dentistry 
school desires situation with first-class dentist 
offering further training, desirable future pros- 
pects and good environment. Married, no family, 
sober. ‘153’ Oral Hygiene, Pittsburgh, Pa. 





LL 
GOLD MAN with twenty-five years’ e 
deaiverts' sakes change, Hist “Say et eee 
5 ake a change. ‘155’’ 
Pittsburgh, Pa. ad 55”” Oral Hygiene, 





WANTED: Registered dentist for ce 

York. Good operator with personality; mete rr 

and salary expected. No night or Sunday wor 
156’ Oral Hygiene, Pittsburgh, Pa. ; 





FOR SALE: Nitrous Oxide machine in 
dition. ‘‘149’’ Oral Hygiene, Pittsburgh re. _ 





FOR SALE: Due to death, Florida pr 

large city, established twenty wears.” (om a 
dustrial and agricultural center. Three chairs, g 
machine, air compressor, and large fully equipped 
laboratory. ‘‘157’’ Oral Hygiene, Pittsburgh, Pa. 


DENTIST WANTED: Ohio license; sala 

commission. Straight commission or partnacanin. 

No cash required. Hours 10 A.M. to 6:30 P.M. No 

- g FH, aave pie gate clientele. State 
‘ r ve 

burgh, Penna. 7 = ee 











FOR SALE: Completely equipped dental 

ready for immediate occupation. New aera 

chine, Ritter chair, fine laboratory, all instry- 

ments in good condition; well stocked. Excep- 

tional Indiana industrial and agricultural town 

six thousand population. Owner inducted into 
y. ‘‘158’’ Oral Hygiene, Pittsburgh, Pa. 





FOR SALE: Stansbury Dental Tripod complete 
with accessories, $85.00. ‘159’ i 
Pittsburgh, Pa. Oral Hygiene, 





WANTED: Dental hygienist for busy downto 

——— a x ey 720 make attractive 
rson. 46é se. 

Pittsburgh, Pa. ” — 





PRACTICE WANTED: Young Dental Corps vet- 

eran desires to purchase good location or become 

ay S = 4 Siete ties paying ny 
WwW or a ee se 

ittsburgh, Pa. Oral Eyes, 





SELLING YOUR PRACTICE? Why not ’ 
the classified columns of The Dental AK. 
Magazine. National circulation, 10,300 monthly. 
This includes over 5,000 recent dental graduates 
(U.S.A. and overseas), balance; upper-class stu- 
within the ext clghtecs mee’ Re pee 
n months. 
50 words A less fe S. Rates, $2.50 for 
w order. rite, Dental Students’ Magazine. 
605 N. Michigan Avenue, Chicago 11, Mlinois, y 








KARB-O-DENT 


WETHERILL 








PULP-CAPPER 


KARB-O-DENT will NOT discolor and may be used in Anterior Teeth under Silicate 
fillings as well as Posteriors with NO fear of discoloration. It is highly germicidal 
itive protection, and contains NO Silver Salts. It is the THYMOLIZED 












and affords 
oe oo a — -—* geet one ewe The liquid has the 
venien ropper available. art using KARB-O-DENT today and KNOW 

the DIFFERENCE. Large package at only $2.00. . 
AKRON 11, OHIO 





WETHERILL PRODUCTS CO. 
MANUFACTURERS TO THE DENTAL PROFESSION SINCE 1929 








RESTORING GOOD MOUTH CONDITIONS 


A cooling and soothing—as well as an effective—mouth wash for use after extractions 
or oral surgery is a great comfort to the patient. MU-COL, a balanced saline-alkaline 
bacteriostatic cleanser, is an effective aid in promoting prompt restoration of normal 
mouth conditions. A powder, quickly soluble, it is convenient to use both by the patient 
at home or by the dentist at the chair. 


V\u-col 


THE MU-COL CO. 
Dept. OH-96 
Buffalo 3, N. Y. 





MU-COL samples are available to dentists on request. 































UBECO SANITARY 
x* wkKKK YX CROWN and BRIDGE TRAYS 


~ BACK 
YOUR 
FUTURE 
WITH 
UNITED 
Ubeco Sanitary Trays are made of nickel- 
STATES plated spring steel, in two parts—handle 


and detachable cup. Why clean trays 
when bright, new ones can replace them 


SAVINGS at slight cost. 


100 Cups and 1 Hondle . . $3.85 


24 Cups and 1 Handic .. 1.10 
BONDS Extra Stainiess Steel 
Handles, ea. . rei mit) 


xk kkk k UNION BROACH CO.. INC. 


37 WEST 20th STREET NEW YORK 11. N Y 

















HOLG DENTISTS DUPLICATE RECEIPT RECORD BOOK 


This book will help you make an intelligible record of cash received and 
work done for the day. Simple, with less clerical work. Is very useful for 
examinations, estimates, recording operations, as well as for cash re- 
ceipts, credits, income tax record. Contains 800 receipts. Size 6x234. 
mae Gf ests, Faek. Blew Geet Gees cc cccccccvccescctdacetdssdoccsts $1.75 


Order It Today From Your Dealer Or Direct 
29 E. MADISON ST., CHICAGO 2, ILL. 















LABORATORY SUPPLIES 
MADE IN CANADA BY 


AKME-STEELE 
DENTAL MANUFACTURING CO. 
‘HAMILTON ONTARIO CANADA 


FAINTEA 


RESPHRATORY AND CIRCULATORY 
STIMULANT 


THE MODERN EQUIVALENT 
OF SMELLING SALTS 


Convenient, economical, easy to use. 
Simply crush and inhale. 


ORDER FROM YOUR DEALER 
Stuart-Chase Co., North Bergen, N. J. 
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|) Accurate Impressions 
Fy Are Not Accidental! 


Superbly accurate impressions—the kind that 
result in perfectly fitted dentures and satisfied 
patients—are not accidental! They require a 
combination of professional skill and thor- 
oughly dependable impression materials. 


at re ae The fact that Dental Perfection Company can 
ie ig a a supply you with three completely dependable 
impression materials is not accidental, either. 
Dental Perfection Company, through research 
in its marine laboratory, controls the manu- 
facture of its impression materials all the 
way from the basic ingredient (algae) to the 
finished products. 





When you use D-P THREE-IN-ONE 
CREAM, D-P ELASTIC IMPRESSION 
CREAM or D-P IMPRESSION COLLOID, 
you will immediately see how impor- 
tant they will become in your practice. 


FOR BEST RESULTS— 
ALWAYS FOLLOW DIRECTIONS 














1. DeP THREE-IN-ONE 
CREAM for Full Impression 
Washes, Bridgeand Indirect 
Inlay Impressions. Regis- 
ters the most minute detail. 
Elastic, yet possesses surface 
hardness. Compounded 
to compensate for stone 
expansion. 


pooaeoevoeeoeoeoe eee ee ee © om@® 
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2. D-P ELASTIC IMPRESSION 
CREAM embodies the best 
features of Hydro-Colloids 
and Plaster. Requires no 
special solution. Simplified 
technique saves valuable time 
without sacrificing accuracy. 





3. D-P IMPRESSION COL- 
LOID is unrivaled for 
strength, toughness and 
elasticity and is extremely 
accurate for Partial, Full and 
Indirect Inlay Impressions. 
Needs no mixing. Usable at 
low temperature. Improved 
set on all stones and in- 
vestments. 





DENTAL PERFECTION CO. 


2323 W. Washington Bivd. 
Los Angeles 7; Calif. 
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Although we aim for accuracy in this index, last- 
minute changes often alter page numbers and po- 
sitions. 


Abbott yw ~~ 
Acralite Co., In 


American Cabinet Co., 
American Can Co 
American Chicle Co. 


Anacin 
Austenal Laboratories, Inc. 
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There’s 
natural beauty 


he next time you bu 
rylic, ask for Lee Smit 
ertified Acrylic and have 
wpe happy experience of 
--fiapplying your patient with 
-li@fiving Dentures.” 


tl Certified Acrylic is a 
ure methyl methacrylate 
“li@nture resin, entirely de- 
-«liifid of plasticizers, which 
-«liflrocesses easily with your 
i@ystomary technique. Den- 

os made from it fit well, 

ear well, and look well. 


i Available in 1-Ib. pack- 


processed from 
.- life units of the following 


Lee Smith 


CERTIFIED 
ACRYLIC 





Natural 
Dark Natural 
Clear 









Certified to surpass 
A.D.A, Spec. No. 12 


LL SMITA 


LEE S. SMITH & SON MANUFACTURING COMPANY 


Certified Dental Products Since 1866 
PITTSBURGH 8 aa a i ee 
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You can safely place full confidence 
in the results to be obtained with the 
new Williams XXX Partial Denture Cast. 
ing Gold. This improved alloy, containing 
Indium, yields beautiful cases... smooth 
and dense, with a lustrous coin color that 
harmonizes with oral tissues. It is un. 
usually resistant to discoloration. Specify 
Williams XXX to your dealer or laboratory, 
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WILLIAMS XXX 


Wlial Denture Gadling Gold 








TOOTH-BEARING APPLIANCE 


Class 1 Case; the restoration being built entirely on 
the teeth, with continuous clasps on the lingual, 
arranged for the greatest stability. Inlay in right central 
is for load point. Williams Gold Refining Co., Inc., 


Buffalo 14, N. Y.; Fort Erie N., Ont.; Havana, Cuba. 








SINGLE-UNIT TUBES! 
Tubes contain measured amounts 
for one Full Mouth Impression. 





KONFORMAX DIVISION, PERMATEX COMPANY, INC. 
BROOKLYN 29, N. Y., U.S.A. 

Send me a copy of your new folder, “Techniques for Full 
Lower and Upper Dentures.” 





Chemically treated contoiner 
mokes a perfect mixing cup. 
















—a product by 


KONFORMAX 


Konformax Full Mouth Impression Material flows for 
3% minutes after tray is seated . . . which is 
sufficient time for all soft, yielding tissues to find 
their normal positions. 

It does not dehydrate tissue. Because there is no 
adherence of impression to tissue, no high spots are 
produced in the finished denture. 

Konformax Full Mouth Impression Material sets to 
the proper consistency at the end of 5 minutes in 
the mouth. No distortion of impression on removal 
from mouth...no dimensional change after removal. 

Konformax impressions are not immersed in 
chemical solutions or in water. 

Impressions can be poured any time within 30 days. 


ite will pay you, in many ways, to learn more about 
Konformax Full Mouth Impression Material! 


KONFORMAX DIVISION, PERMATEX COMPANY, INC. 
BROOKLYN 29, NEW YORK, U.S. A. 
ORDER THROUGH YOUR DENTAL SUPPLY HOUSE 
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Number 304 


LOVE THOSE LETTERS! 


WE LOVE LETTERS here at OrAL HycIeNeE. For a relatively 
small publishing concern, we get lots of them, and write as many 
or more—dictaphones whirl, typewriters clatter all day long. 
But it’s not our own letters this department is thinking of now— 
it’s the letters the mailman brings. After years and years, 
they are still opened eagerly. You never know what’s coming 
next; that’s the fun of it. 

For example, here is one from an overseas dentist practicing 
in a remote spot. He wants to know if there isn’t some sort of 
enamel, like the ladies use to color their fingernails, that could 
be brushed on the teeth to conceal unsightly stains. ORAL Hy- 
GIENE couldn't really answer that one, but it started us think- 
ing. In our brave new atomic world where you can do your 
writing under water with those post-war pens, maybe someone 
will think up something to hide tooth stains with. Who can tell? 


> 


“T am a failure, but I still keep trying,” says a letter from a 
dental salesman friend of this paper. “During the last ten years, 
I have talked with a number of young men, trying to convince 
them of dentistry’s wonderful possibilities. Up to now, so far as 
I know, I have only talked five of these boys into taking up 
dentistry. So my average is very, very low. I’m a failure at it, I 
guess, but I still keep trying. We folks in the dental business 
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number up in the thousands. Let’s suppose each one of us talks 
to young men about studying dentistry. Let’s suppose all of us 
turn out to be failures—as I already have. You don’t need a 
pencil and paper to figure the end-results.” Perhaps ageing 
dental publishers might do some talking, too, chum. 

And speaking of getting old, here are some rhymed remarks 
about it that came from another correspondent, Doctor Thomas 
Cole of Newnan, Georgia: 


Some men grow old before their time 
And some keep up their playing 

Long after they have passed their prime 
When they are stooped and graying— 
But. when they hit three score and ten 
And all the bones are brittle, 

They’re not as spry as they have been 


And ought to rest a little. 


The heart may still be young and gay, 
The mind may still be eager, 

But, sad to say, they ve reached the day 
When acts are pretty meager; 
Ambition still may fill the soul 

But where’s the satisfaction 

In gazing at a shining goal 

Without the strength for action? 


Here’s another letter from abroad, from an old, old friend 
of the magazine, Doctor M. E. Asger of Hong Kong, China. 
Starting long years. before the War, we began sending ORAL 
HyciENE to Doctor Asger. Without fail, each Christmas he wrote 











































































1684 ORAL HYGIENE October, 1946 


to say thanks and send a souvenir of China. Then the long silence, 
His magazines were returned as undeliverable. Often we won. 
dered what had happened to him. Now we know. Doctor Asger 
has been able to write once more, and he has been sent a file of 
wartime issues. 

“T hope this will reach you,” his letter said. “I am still alive 
after the ordeal which we went through. I have lost everything 
and am starting from scratch again. Never say die! Where 
there’s life there’s hope!”’ He had not seen ORAL HYGIENE since 
late in 1941, he said, and was eager to get it again. He will be 
receiving a big bundle of ORAL HyGieEnEs along with some copies 
of The Dental Digest. 


Veterans’ Clearinghouse 


Here are a few more want-advertisements which the Corner 
is glad to print, free of charge, in its effort to aid veteran dentists 
returning to civilian practice (see also page 1848b): 

BJ—Colorado-licensed former Dental Corps officer is inter- 
ested in purchasing practice, or in an association with dentist 
contemplating retirement. Prefers location in Boulder, Fort 
Collins, or Greeley. 

BK—For sale, established 15-year-old practice in Westem 
Pennsylvania town of 30,000. Bungalow office, recently remod- 
eled and redecorated, with two operating rooms, x-ray, etc. Also 
colonial home for sale, if desired. Dentist moving West. 

BL—Good opportunity for Massachusetts-licensed veteran. 
Due to accident, practitioner is offering for sale his Boston prac- 
tice, all equipment included. 

BM—For sale, due to dentist’s death, Western Pennsylvania 
practice; complete operating outfit, Ritter chair, unit, Castle 
sterilizer, cabinet, instruments, old-style Victor X-Ray, Heid- 
brink nitrous oxide machine, office and waiting room furniture, 
limited amount of operating and laboratory supplies. Under one 
thousand dollars. 
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Dentists have long recognized Revelation as a safe, efficient cleanser for every 
surface reached by the tooth brush. This refers.to natural teeth, orthodontic 
appliances and dentures, including acrylics. Thousands of dentists recommend 
Revelation. We invite you to test it at our expense. Please include profes- 
sional stationery with your request for sample: | 


7 Wh 


TOOTH POW DE Rep 


2226 Bush St., San Francisco 15 
( ) Send full sizecan for personal trial 


Dr. 

Address 

City ° Zone____ State 

| IN ALL-METAL CANS. Original flavor retained 








































his is the 10th anniversary of Vernonite. It was intro- 
duced for the clinical examination of the dental profession 
in 1936. It was the first acrylic denture resin to thrill and 
stimulate American dentistry. Many still remember well their 
first sight of the now famous green glass jar, the flat unit of 
plastic gel the like of which they had never seen before, their 
first denture, so handsome and so simply processed that it 
all seemed “‘too good to be true’’ 


With Vernonite came the era of acrylic resin now recognized 
as one of dentistry’s most prolific periods. Many fine and in- 
teresting products have come on the scene in this exciting 
decade, but the old Vernonite premixed gel in the green glass 
jar still leads the list. It has never been excelled, even equalled. 
Its beauty, strength, stability still give dentists the old ‘thrill. 
It still seems *‘just too good to be true’’. And laboratories are 
still delighted to have you prescribe Vernonite. 
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WATCH. FOR 
ANOTHER NOBILIVA 
PROCESSING LABORAIK 
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NOBILIUM PROCESSING CO. DENVER DENTAL LABORATORY ; 
OF SAN FRANCISCO SUITE 608 EMPIRE BLDG. 
202 HEMLOCK STREET DENVER, COLO. : 
SAN FRANCISCO 9, CALIF. i 


NOBILIUM RESTORATIONS, INC. NOBILIUM PROCESSING CO. 
130 NORTH BEAUDRY AVENUE 185 NO. WABASH AVENUE 
LOS ANGELES 12, CALIF. CHICAGO 1, ILL. 
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She Tnend is to Hobibium 


The outstanding success of Nobilium’s proc- 
essing laboratories in Chicago and Philadel- 
phia—and the widespread use of this service 
by the dental laboratories serving you and 
your fellow practitioners everywhere, have’ 
led us to extend and augment the plan. To-. 
day, Nobilium processing laboratories are. 
serving dentists through their preferred lab- _ 
oratories in 5 major cities: Chicago, Philadel: ae 
phia, Denver, Los Angeles and San Francisco. | 
The growing demand for Nobilium par- — 
tials has necessitated the opening of these 
processing laboratories. This is an important 
and up-to-date solution to constructing more 
‘and more Nobilium restorations in less time. 
It is a practical, workable plan to help your 
preferred laboratory help you. 
‘Entrust your. Nobilium cases to your pre- 
| ae ferred dental laboratory and ask them to 
DBILIUM PROCESSING CO. P ‘ 
612 MARKET STREET contact us for complete information. 


PHILADELPHIA 3, PENNA. ay 
Nobilium PRODUCTS, INC. 


1612 Market St., Philadelphia 3, Pa. 
185 N. Wabash Ave., Chicago 1, IIL 
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S. S. WHITE 
SEPARATING FILM 


Replaces tinfoil, eliminates burnishing 
and stripping in processing acrylic and 
vulcanite dentures, and gives excellent 
separation. Merely paint it on; dries 
quickly on hot cast and investment. 
Does not deteriorate. 


4 oz. container ....... .$1.00 
16 oz. container ........$3.00 
32 oz. container ........%5.50 


You and your laboratory | 
A generous quantity of S. 3. 
White Denture Acrylic and Sep- 
arating Film are offered with- 
out cost for trial in the New 
User Package. If these do not 
give complete satisfaction, mere- 
ly return the 10 Unit sealed 
package in salable condition 
for full credit. This offer applies 
also to your laboratory. 





<8. WHITE DENTURE ACRYLIC 





SALI 


methyl methacrylate (powder and liquid) 








INCONSPICUOUS 
~even tn close-tupx 


S. S. White Denture Acrylic is the denture base 
material with beauty and character made for 
discriminating dentists and laboratories; for 
those who demand and give the best. It has the 
living look . . . is dimensionally and chemically 
stable .. . is friendly to the oral tissues . . . has 
strength to spare for all types of dentures. It is 
light in weight... tough... hard... has 
outstandingly high resistance to service fatigue 

.. is unaffected by alcohol, alkalies, and acids 
normally taken orally . . . contains no plasti- 
cizer . . . discourages surface defilement . . . 
LOCAL offers permanent color, form, and satisfaction. 





DEALER 


Complies With A. D. A. Specification No. 12 





—_— 
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PENTURE ACRIY LIC at our expense 

















NEW USER PACKAGE 
No. 1 Pink No. 2 Clear 
Contents 
10 Units Denture Acrylic 
1 Trial Unit 
] Trial Bottle Separating Film 











Prices 
GO CC eet TE $14.00 
Pe «sc cncdebecscbesennunee Ee 
I cc cndcsaewsbdsaveatoes 72.00 
Specify Pink or Clear when ordering 
ME hod odcccnenasweces ones $ 1.60 





Prices subject to change without notice 



























AIDS YOUR PATIENTS 
IN DENTURE RETENTION 


The function of a good denture powder is 
not to “stick” the plate in the mouth, but to 
help maintain the peripheral seal which is a 
fundamental necessity for denture retention. 


FASTEETH is made from a carefully blend- 
ed combination of gums designed to make it 
cohesive rather than adhesive. Thus, FAS- 
TEETH is not “mucilaginous” in function. 


FASTEETH is alkaline and its alkalinity 
helps to prevent liquefaction by salivary acids. 
FASTEETH does not seep out readily from 
under the plate. 


These are among the reasons why so many 
Dentists choose FASTEETH to give their pa- 
tients longer and more pleasant aid while 
learning to wear an artificial denture. 





FASTEETH 





Clark-Cleveland, Inc. 
Binghamton, N. Y. 
Gentlemen: 


teeth. 





Please send professional samples of Fas- 
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for 


PRURITUS ANI 

PRURITUS VULVAE 

PRURITUS SCROTI 
and 


FOR ALL OTHER MINOR 
SKIN IRRITATIONS IN 
WHICH SEVERE ITCHING, 


BURNING AND PAIN- 
ARE THE PREDOMINANT 
COMPLAINTS. ae 


' DERMA MEDICOM 

{ _exerts a soothing effect 
= on the muco-cutancous 
.area of the ano-rectal 
“tract—thus breaking th 


vicious circle of itching 
scratching-infectiog 
Within five minutes aftes 
application, the suffering 
patient is fully relieved of 
distress and discomfort 
MEDICONE COMPANY 
225 Varick Street 





No harsh outer skin. 

High quality absorbent cotton. 

Firm, compact—conform readily to the mouth contour. 
Specially packaged for extra protection and convenience. 


25 and 50 rolls to the package, paper-wrapped and 
sealed in bags. 


8 Sterilized after packaging. 


Two diameters: No. 2 (73” diam.), No. 3 (\4” diam.). 
Two lengths: 1/2” length, ready to use, in boxes of 1000 and 2000. 
6” length, cut them to any sizes needed. In boxes of 100, 500, 1000. 


ORDER FROM YOUR DEALER 


f NEW BRUNSWICK, WN. 3 ( cCuicaGco, tet 


DENTAL DIVISION 
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This attractive Bungalow 
Dental Office is one of many 
shown in the new Ritter Plan. 
ning 


“ T 
400 sae 


This floor plan showsom § 
type of office layout for th 
Bungalow. The Detail 
are discussed on page 1! 
of this Planning Book, 




















NEW DENTAL OFFICE! 


While you are waiting for improvement in the delivery of 


materials and equipment, ask your dealer’s salesman about 
having the Ritter Office Planning Department prepare a plan 
to meet your requirements. You may want to re-design your 
present floor space or move to a new location. Perhaps you are 
considering a Bungalow Dental Studio like the one shown here. 

If you haven’t read the new Ritter booklet, ““To Help Your 


’ 


Practice Grow,” write us for a copy. Be ready for your next 


step in Dental Leadership. Ritter Company, Inc., Ritter Park, 
Rochester 3, N. Y. 


BUILT UP TO A STANDARD | | | NOT DOWN TO A PRICE 
. c 


ROCHESTER, N. Y. 





POSTOPERATIVELY 


POLORIS 


CAPSICUM - BENZOCAINE 


DENTAL COUNTERIRRITANT 

















for example: 


PERICEMENTITIS 


“Counterirritants,’ states Prinz, when “applied 
to the gums will often help to localize 
and relieve pain [of pericementitis].” Such 
counterirritant action may be conveniently 
applied with Potoris. A professional supply 
of POLORIS is available on request. Write to 


POLORIS COMPANY, INC., 12 HIGH ST., JERSEY CITY 6, N.J. 
26-K 


Elongation --f--« * 
fol 









Natural “3 >" 
Position | YA Poloris 
of Tooth \ ‘, } 

; Poultice 









Inflamed 
Peridental 
Membrane ~ 


















Apply 


POLORIS buccally 
and as ciosely as 
possible to painful 


or congested area. 








functional 
design 


meets edentulous 
requirements 


Five exclusive features of Trubyte New Hue 
20° Posteriors that insure comfortable, 
efficient mastication: 

. Interacting fine knives 

. Ample food table 

. Adequate clearance ways 

. Narrow occlusal contact 

. Relatively low cusps 





The narrow occlusal contact 
of Trubyte New Hue 20° 
Posteriors reduces the force 
required to crush and shear 
food; and thus increases the 
effectiveness of the teeth in 
mastication. The reduction 
of force minimizes pressure 
on the underlying ridge and 
adds to the patient’s com- 
fort with dentures. 
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Nature’s basic principles for comfortable, efficient mastica- 
tion have been incorporated with full recognition of eden- 
tulous requirements in Trubyte New Hue 20° Posteriors. 


Use any technic you prefer, their efficiency is always 
maintained, 


TRUBYTE NEW HUE 
20° POSTERIORS 
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in the saliva 


in the blood stream 


the concentration of penicillin is sufficient to influence 


favorably the course of many dental and oral infections, 


There is gradually being accumulated a substantial volume of 
literature describing the excellent results obtained with pen- 
icillin by dentists in the specific treatment of many diseases of 
the mouth. Where the organism is “penicillin sensitive,” this 
antibiotic is of value in 


Oral abscesses Mandibular infections 
Compound fractures Stomatitis 

Dry-socket infections Gingivitis 
Post-extraction infections Wounds 


Successful results have been reported in Vincent's Infection al- 
though unanimity of the conclusions is awaiting further research, 


BRISTOL PENICILLIN 


Available in various forms. Inquire 


BRISTOL of your druggist or supply house. 


LABORATORIES | SYRACUSE 1, NEW YORK 


INCORPORATED 
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wihNY KO 
Adhere Powder 


SAVES 


THE ‘‘BREAK IN‘’’ PERIOD FREQUENT ADJUSTMENTS 





OTHER bs, 
NYKO PRODUCTS 


Nyko 
Cleansing Powder 


Used as a solution for 
removing stains and 
thoroughly soak-cleans- 
ing dentures made of 
vulcanite, acrylic and 
other pink materials. 
Helps to keep artificial 
teeth lustrous. 


Nyko 
Dental Plate 
Container 


. » « Holds full set of 
upper and lower den- 
tures. Used as denture 
bath with Nyko Cleans- 
ing Powder in solution. 


Nyko 
Denture Cleaner 


A paste for cleaning 
and polishing dental 
plates made of gold or 
other metals, Maintains 
lustre. 


Nyko Brushes 


- »« « Two sizes for 
bridge and clasp den- 
tures and two styles for 
full plates. Scientifically 
designed in accord with 
advice from leading 








dentists. 
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BASIC TRAINING in denture use is a critical period 
... especially where immediate dentures are in- 
volved. 


HIGHEST SKILL may be offset almost overnight by 
changing tissues; by sore spots and irritations 
that wreck patient cooperation ... with re- 
sultant dissatisfaction and loss of valuable 
chair time on frequent and sometimes futile 
adjustments. 


MANY DOCTORS successfully bridge this hiatus by 
recommending Nyko Adherent Powder for its 
purity, quality, and superior adhesiveness .. . 
for its friendly cushion of comfort, and for the 
confidence it imparts by gently retaining the 
denture. 


PURE... AND 100% ADHESIVE. Nyko Adherent 
Powder is completely free from bleaching, med- 
icating, or other adulterous agent. Being made 
entirely from pure Karaya Gum slightly flavor- 
ed with oil of peppermint, it is 100% adhesive 
for greater holding power. 


DOCTOR... Your request will bring you our gen- 
erous size Professional Sample Package. 
Also ask for copy of “Your THIRD Teeth.” 
en tell us bow many copies of this 


brochure you wish for patient distribution 
. supplied without cost or obligation. 


NYKO INC., CHICAGO 10, U. S. A. 
415 WEST CHICAGO AVENUE 


NyVKY 
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1. Rubber cap is locked 
in place. 


2. Rubber cap compres 
sion-sealed against 
glass in three critical 
areas. (see A-B-C) 
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: — HCl (U.s.p ) 
with NEO SYNEPHRINE 
1:2500 





\dependable...safe 


Here is a reliable group of “Council Accepted” anesthetic 
solutions—each carefully formulated for maximum effi- 
















_ ciency in their individual applications. 
: The sanitary conditions under which they are made and 
the meticulous inspection which is routine in our labora- 
tories is a most important consideration in selecting anes- 
thetics for your practice. 

The “leakproof” cartridge also warrants your attention. 
The special cap and cartridge design is illustrated on the 
d— opposite page. As you can see, there is no longer any 
reason for you to be troubled or inconvenienced by 
having cartridges leak as injections are made. 
| | Mizzy Oradent Anesthetics are available in 
packages of 50 and 100 cartridges. 
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For best results with Diamond Instruments, simply specify 


STARLITE — the largest selling Diamond Instruments in the 
Americas and in many lands outside the Americas. The use- 


Satisfaction implied by this fact is our ‘‘top-drawer’’ recommen- 
dation. For your protection, order by name and look for the 
“STARLITE TAGSEAL” on every diamond instrument you buy. 












jamon FelTrumenis 


THIS GUARANTEE IS YOUR PROTECTION 


Every STARLITE Diamond Instrument is UNCONDITIONALLY 
GUARANTEED against mechanical imperfection. This protec- 
tion applies to you and your dental supply dealer; it repre- 
sents confidence in action. 


This guarantee is possible only because every STARLITE. 


Diamond Instrument is a precision-built product in which are 
combined (1) top-grade South African diamond bort with 
(2) a secret imbedding process that binds the diamonds into 
an abrasive cutting surface of superlative effectiveness and 
long life... to give you (3) tension-free control, exceptional 
speed and welcome comfort for your patients. 

It is this combination of dollars-and-cents value and use- 
satisfaction that has made STARLITE Diamond Instruments... 


THE INSTRUMENTS OF THE PROFESSIONAL PERFECTIONIST 























STAR DENTAL 


| STARKDENVTAL uss. c0, 


58th & MARKET STREETS * PHILADELPHIA 39, PENNA. 
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Enables you 
Step in Dental 
Simple, Scientif 
Control. 


Aud for Maximum 


Serviceability in Precision 
Castings, Specify 


JELENKO GOLDS 


J. F. Jelenko & Co., Inc. 
I 136 W. 52nd St., New York 19, N.Y. 


[Please send me descriptive and technical 
| literature and prices on — 


I 7 Vacutrol; [) Jelenko Electric Inlay Fur- 
§ nace; () Thermotrol; [) Jelenko Electric 
i Heat Treating Furnace. 


Dr. 


j 
| J. F. JELENKO & CO., INC. |... 


Dental Golds and Specialties } 


36 West 52nd Street, New York 19, U.S.A.! City & Zone__ 


Please Print 





